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Office  of  the  Chief  of  the  District  Police, 
State  House,  Boston,  Mass.,  Jan.  1,  1912. 

To  His  Excellency  Eugene  N.  Foss,  Governor,  The  Commonwealth 
of  Massachusetts. 

Sir:  —  In  accordance  with  the  provisions  of  section  2, 
chapter  108  of  the  Revised  Laws,  and  in  the  discharge  of  my 
duty  as  Chief  of  this  force,  I  have  the  honor  to  submit  to 
Your  Excellency  my  fifth  annual  report  of  the  duties  per- 
formed by  the  members  of  this  force  during  the  twelve 
months  ending  Oct.  31,  1911.  I  also  include  therein  such 
recommendations  in  relation  to  the  duties  of  this  force  as 
seem  expedient. 

REPORT. 


District  Police  Force. 
The  District  Police  Force  consists  of  the  following  de- 
tail :  — 

The  Chief,  who  has  charge  of  the  entire  force. 

The  detective  department,  made  up  of  one  deputy  chief; 
one  chief  fire  inspector;  one  captain,  who  is  detailed  for 
command  of  the  State  steamer  "  Lexington  "  when  such  ves- 
sel is  in  commission  enforcing  the  fishery  laws,  and  is  as- 
signed to  general  detective  duty  at  all  other  times;  fourteen 
detective  officers  and  seven  fire  inspectors. 

The  inspection  department,  made  up  of  one  deputy  chief; 
one  chief  inspector  of  boilers;  thirteen  inspectors  of  public 
buildings;  eighteen  inspectors  of  factories  and  workshops, 
six  of  whom  also  examine  applicants  for  moving-picture 
machine  operators'  licenses;  and  twenty-four  inspectors  of 
boilers,  who  also  examine  applicants  for  engineers'  and  fire- 
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men's  licenses.  Two  of  the  inspectors  of  factories  and  work- 
shops are  females.  Five  inspectors  of  boilers,  authorized  by 
the  provisions  of  chapter  620,  Acts  of  1911,  have  not  yet 
been  appointed. 

The  clerical  force  is  made  up  of  the  first  and  second  clerks ; 
the  stenographer  to  the  Chief;  one  clerk  and  three  stenog- 
raphers employed  in  the  detective  department;  two  stenog- 
raphers and  seven  clerks  in  the  inspection  department,  of 
which  number  two  stenographers  are  employed  in  connection 
with  the  work  of  inspectors  of  factories  and  public  buildings, 
three  clerks  in  connection  with  the  work  of  inspectors  of  boil- 
ers, one  of  whom  also  acts  as  secretary  to  the  Board  of  Boiler 
Rules,  and  one  clerk  in  each  of  the  four  branch  offices  of  the 
force,  at  Fall  River,  Salem,  Springfield  and  Worcester,  re- 
spectively, such  clerks  being  employed  in  connection  with 
the  work  of  the  entire  force  represented  at  said  offices. 


Retirements. 


Name. 

Position. 

Date 
of  Appoint- 
ment. 

Date 
of  Retire- 
ment. 

Cause 
of  Retire- 
ment. 

Bard  well,  Henry  J., 
Byrnes,  Charles  E., 
Ellis,  Robert,  . 
Murray,  Peleg  F.,  . 
Nichols,  Albert  W., 

Inspector   of  factories 
and  public  buildings. 
Detective. 

Inspector   of  factories 
and  public  buildings. 
Detective, 

Fire  inspector,  detective 
department. 

July     1,  1890 
Mar.  20,  1906 
Dec.  16,  1903 
Jan.    15,  1892 
Nov.  10,  1910 

Dec.  31.  1910 
Oct.   15,  1911 
May  31,  1911 
Mar.  31,  1911 
Apr.  30,  1911 

Retired.* 
Resigned. 
Retired.! 
Retired.' 
Resigned. 

«  Retired  under  Veterans'  Retirement  Act  of  1907,  chapter  458. 


Appointments. 


Name. 

Position. 

Date 
of  Appoint- 
ment. 

Date 
commenced 
Duty. 

Cairns,  William  H.,  . 
Carey,  Jeremiah  J.,  . 
Daly,  Joseph  V., 
Dexter,  John  R., 
Diviney,  Margaret  A.,  . 
Goff,  Andrew  M., 

Inspector  of  factories  and  public 
buildings. 

Inspector  of  factories  and  public 
buildings. 

Fire  inspector,  detective  depart- 
ment. 

Inspector  of  factories  and  public 

buildings. 
Stenographer,  .... 

Inspector  of  factories  and  public 
buildings. 

Nov.    4,  1910 
Aug.  15,  1911 
Oct.   16,  1911 
July  12,  1911 
July    1,  1911 
Aug.  15,  1911 

Nov.   7,  1910 
Aug.  21,  1911 
Oct.   16,  1911 
July  17,  1911 
July    1,  1911 
Aug.  17,  1911 
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Appointments  —  Concluded. 


Name. 

Position. 

Date 
of  Appoint- 
ment. 

Date 
commenced 
Duty. 

Kennedy,  Etta  M.,  . 
Lewis,  Elmer, 
Nichols,  Albert  W.,  . 
Reynolds,  Etta  F.,  . 
Saunders,  Frank  W.,  . 
Sherlock,  Edward  J.,  . 
Thompson,  Thomas  A., 

Stenographer,  .... 

Inspector  of  factories  and  public 
buildings. 

Fire  inspector,  detective  depart- 
ment. 

Clerk  

Inspector  of  factories  and  public 
buildings. 

Fire  inspector,  detective  depart- 
ment. 

Fire  inspector,  detective  depart- 
ment. 

July    1,  1911 
Aug.  15,  1911 
Nov.  10,  1910 
July    8,  1911 
Jan.   30,  1911 
May  31,  1911 
Apr.    6,  1911 

July    1,  1911 
Aug.  22,  1911 
Nov.  28,  1910 
July  17,  1911 
Feb.    1,  1911 
June    1,  1911 
Apr.  10,  1911 

Transfers. 

Name. 

From. 

To. 

Date  of 
Transfer. 

Grady,  James  J.,  . 
Lynch,  Veronica  A., 
Smith,  Silas  P., 

Fire  inspector,  detective  department, 

Clerk  

Fire  inspector,  detective  department, 

Detective. 

Stenographer. 

Detective. 

Apr.   1,  1911 
July   1,  1911 
Oct.  16,  1911 
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ROSTER  OF  THE  FORCE. 


JOPHANUS  H.  WHITNEY,  Chief. 
George  C.  Neal,  Deputy  Chief,  Detective  and  Fire  Inspection 
Department. 

Joseph  A.  Moore,  Deputy  Chief,  Inspection  Department. 

Joseph  H.  McNeill,  Chief  Inspector,  Boiler  Inspection  Department, 

Charles  F.  Rice^  Chief  Fire  Inspector. 


Detective  and  Fire  Inspection  Department. 
Detectives. 


Name. 

Assigned. 

Office. 

Barrett,  Michael  J., 

Boston. 

Bligh,  Thomas  E.,  . 

Hampden  and  Berkshire  counties. 

Pittsfield. 

Bradford,  Ernest  S., 

Barnstable  County,  .... 

Hyannis. 

Dexter,  Thomas  A., 

Dukes  and  Nantucket  counties, 

Edgartown. 

Flynn,  Frederick  F., 

Essex  and  Middlesex  counties. 

Lawrence. 

Grady,  James  J.,  . 

Boston. 

Hardiman,  Frank  P., 

Unassigned,  general  work, 

Boston. 

Hodges,  Alfred  B., 

Taunton. 

Keating,  Arthur  E., 

Suffolk  County,  

Boston. 

McKay,  James, 

Franklin  and  Hampshire  counties. 

Northampton. 

Molt,  Robert  E.,  . 

Worcester. 

Proctor,  William  H., 

Steamer  'Lexington"  and  general  duty. 

Boston. 

Scott,  John  H  

Norfolk  and  Plymouth  counties,  . 

Braintree. 

Smith,  Silas  P., 

Middlesex  County  

Cambridge. 

Wells,  Arthur  G.,  . 

Essex  County  

Lynn. 

Fire  Inspectors. 

Anderson,  James,  . 

District  1,  

Springfield. 

Collamore,  Henry  H., 

Fall  River. 

Crittenden,  George  F.,  . 

Northampton. 

Daly,  Joseph  V.,  . 

Special  duty,  

Boston. 

Eustace,  Thomas  F., 

District  2,  

Boston. 

Sherlock,  Edward  J., 

Unassigned,  general  work, 

Boston. 

Thompson,  Thomas  A.,  . 

Boston. 
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Inspection  Department. 
Building  Inspectors. 


Name. 

Assigned. 

Office. 

Adams,  Charles, 

Worcester. 

Ball,  Horace  F  

Boston. 

Beyer,  Richard  S.,  . 

Salem. 

Burtitt,  Unarles  Jb., 

Boston. 

Cheney,  Ansel  J.,  . 

District  1,  

Salem. 

Cleveland,  Ernest  E., 

District  11,  

Springfield. 

Dyer,  David  H., 

Fall  River. 

McKeever,  William  J.,  . 

Boston. 

Merriam,  Frederick  W.,  . 

Boston. 

Penniman,  Walter  A., 

District  10,  

Worcester. 

Plunkett,  John  H., 

District  6,  

Boston. 

Pope,  Lemuel, 

District  12,  

North  Adams. 

Saunders,  Frank  W., 

Fall  River. 

Factory  and  Workshop  Inspectors. 

Atherton,  Arlon  S., 

District  4,  

Boston. 

Atkinson,  Harry,  . 

District  8  

Boston. 

Cairns,  William  H., 

District  12,  

Fall  River. 

Carey,  Jeremiah  J., 

District  2,  

Lowell. 

Casey,  John  F., 

District  16,  

North  Adams. 

Clerke,  Charles  S  

District  6,  

Boston. 

Cobb,  Joseph  F  

District  9,  

Boston. 

Dam,  Charles  A.,  . 

District  13,  

Worcester. 

Dexter,  John  R., 

District  11,  

Fall  River. 

Goff,  Andrew  M.,  . 

District  10,  

Boston. 

Griffin,  John  E  

Boston. 

Howes,  James  R.,  . 

District  14,  

Springfield. 

Lewis,  Elmer  

Boston. 

McDonald,  Angus  H.,  . 

District  1,  

Salem. 

Roach,  Arthur  F.,  . 

Springfield. 

Ryan,  Everett  E.,  . 

District  5,  

Boston. 

Halley,  Mary  E.,  . 

Special  duty  

Lowell. 

Nason,  Mary  A  

Boston. 

Boiler  Inspectors.^ 

Baxter,  Sturgis  C,  . 

District  10,  

Boston. 

Bushek,  Henry, 

District  1,  

Salem. 

DeShazo,  James  B., 

District  13  

Worcester. 

Evans,  James  W.,  . 

District  8,  

Boston. 

Ferguson,  Charles,  . 

District  2  

Salem. 

Forbush,  Franklin  L.,  . 

District  17,  

North  Adams. 

Harlow,  Willis  A  

District  6,  

Boston. 

Hinckley.  Frank  C, 

Special  duty,  

Boston. 

1  Five  vacancies  existed  Oct.  31,  1911. 
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Boiler  Inspectors  —  Concluded. 


Name. 

Assigned. 

Office. 

Kearney,  John  B.,  . 

Boston. 

Levering,  Arthur  F., 

Northampton. 

Luck,  George  A  

Boston. 

Mackintosh,  George  D.,  . 

District  7,  

Boston. 

McGrath,  John, 

District  9  

Boston. 

Moran,  Edward, 

Lowell. 

Morton,  Harry  K,  . 

Boston. 

Ramsay,  William  W., 

District  14  

Worcester. 

Sanborn,  Freeman  H.,  . 

Springfield. 

Simm,  Wilbert  E.,  . 

Fall  River. 

Sullivan,  Herbert  A., 

District  11,  

Fall  River. 

Clerks. 

Frederick  W.  Macer,  First.  |  Frank  K.  Hahn,  Second. 

Stenographer. 

Etta  M.  Kennedy. 

Detective  and  Fire  Inspection  Department. 
Clerk. 

Francis  W.  Fogarty. 


John  I.  Adams. 


Lewis  P.  Fall. 
Belle  C.  Davis. 
Mary  W.  Moore. 


Stenographers. 

I  Mary  E.  Buxton. 

John  W.  Gilmartin. 

Inspection  Department.' 

Clerks.  ' 

Jacob  W.  Powell. 

Mary  M.  Kane. 
Etta  F.  Reynolds. 
Nellie  M.  Quinn. 


Stenographers. 


Margaret  A.  Diviney. 


Veronica  A.  Lynch. 


Storehouse. 

Terrence  McSweeney,  Keeper. 


Offices. 


Central, 


Branch, 


Boston,  . 

Salem, 
Lowell, 
Worcester, 
Fall  River, 
Springfield, 
North  Adams, 
Northampton, 


.  State  House. 

.  12  Kinsman  Block. 

.  71  Central  Block. 

.  476  Main  Street. 

.  Hudner  Building. 

.  21  Besse  Place. 

.  Kimbell  Block, 

.  Masonic  Building. 
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RECOMMENDATIONS. 

If  reference  be  made  to  the  statutes  determining  the  nature 
and  extent  of  the  various  duties  placed  upon  the  respective 
divisions  of  this  force,  it  will  at  once  be  seen  that  such  duties 
have  been  increased  from  year  to  year  by  the  enactment  of 
additional  laws  relative  to  the  duties  already  imposed  or 
additional  duties  which  have  been  added  by  new  legislation. 

In  consequence  of  such  increase,  and  the  small  number  of 
inspectors  authorized  by  law,  it  has  been  found  impossible  to 
perform  effectually  the  duties  imposed  upon  the  force,  and 
this  condition  has  existed  for  many  years.  Laws  have  been 
enacted,  but  an  increase  of  inspectors  to  adequately  enforce 
the  same  has  not  been  authorized.  Owing  to  this  fact,  and  in 
my  opinion  to  this  fact  alone,  considerable  complaint  has 
been  made,  by  various  important  organizations  of  this  Com- 
monwealth, of  inadequacy  in  the  enforcement  of  the  labor 
laws. 

We  have  at  the  present  time  but  thirty-one  inspectors  of 
factories  and  public  buildings,  eighteen  of  whom  are  detailed 
for  industrial  inspection.  There  are,  therefore,  but  eighteen 
inspectors  to  enforce  the  statutes  imposed  upon  this  depart- 
ment in  connection  with  the  inspection  of  factories,  work- 
shops, mechanical  establishments,  mercantile  establishments, 
etc.  When  it  is  considered  that  it  is  claimed  there  are  more 
than  50,000  such  establishments  throughout  the  Common- 
wealth, and  that  but  one  inspection  a  year  of  each  establish- 
ment would  mean  an  average  of  2,800  inspections  for  each 
inspector,  it  readily  will  be  seen  how  impossible  it  is  to  ade- 
quately perform  the  work  with  so  small  a  force.  In  many 
cases  from  two  to  four  days  are  required  to  inspect  thor- 
oughly some  of  the  larger  manufacturing  establishments. 

The  same  is  also  true  of  the  building  inspectors,  of  whom 
we  have  but  thirteen  to  perform  all  the  duties  incumbent 
upon  them,  and,  in  consequence,  a  large  amount  of  the  inspec- 
tions called  for  by  the  statutes  cannot  be  made. 
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These  conditions  are  applicable  also  in  connection  with  the 
duties  of  the  detective  and  fire  inspection  department.  By 
the  provisions  of  section  1,  chapter  142,  Acts  of  1902,  the 
pov7ers  and  duties  conferred  and  imposed  upon  the  State  Fire 
Marshall  were  transferred  to  this  department,  the  number  of 
members  being  reduced  from  fourteen  to  seven,  since  which 
time  but  one  additional  member  has  been  authorized,  and 
such  appointment  was  made  in  order  to  provide  an  ofl&cer  for 
special  duty  in  the  executive  chamber.  When  it  is  consid- 
ered that  the  work  of  this  branch  of  the  department  is  con- 
stantly increasing,  owing  to  the  growth  of  population  and  the 
consequent  increase  of  fire  hazard,  it  will  be  seen  that  seven 
men  cannot  be  considered  a  sufficient  force  to  effectually  in- 
vestigate all  suspicious  fires  occurring  throughout  the  Com- 
monwealth, as  well  as  all  fires  occurring  in  the  city  of  Boston. 

In  view  of  the  foregoing  facts,  I  would  respectfully  rec- 
ommend that  the  District  Police  Force  be  reorganized  and 
divided  into  four  departments,  to  be  known,  respectively,  as 
the  detective  and  fire  inspection  department,  the  building  in- 
spection department,  the  industrial  inspection  department  and 
the  boiler  inspection  department;  the  detective  and  fire  in- 
spection department  to  consist  of  the  Chief  of  said  District 
Police  Force,  who  shall  be  also  the  head  of  each  of  said  de- 
partments, one  deputy  chief,  one  chief  fire  inspector,  fifteen 
detectives,  one  of  whom  shall  be  captain  of  the  State  steamer 
Lexington,"  and  ten  fire  inspectors ;  the  building  inspection 
department  to  consist  of  said  chief,  one  deputy  chief  and 
twenty  inspectors;  the  industrial  inspection  department  to 
consist  of  said  chief,  one  deputy  chief  and  twenty-four  in- 
spectors ;  and  the  boiler  inspection  department  to  consist  of 
said  chief,  one  deputy  chief  and  twenty-four  inspectors. 
Each  member  of  the  District  Police  Force  to  be  appointed 
by  the  Governor,  and  may  be  removed  by  him  for  cause.  The 
clerical  force  to  consist  of  one  first  clerk,  one  second  clerk, 
one  stenographer  to  the  Chief;  one  clerk  and  three  stenog- 
raphers for  service  in  the  detective  and  fire  inspection  de- 
partment; two  stenographers  for  service  in  the  building  in- 
spection department ;  two  stenographers  for  service  in  the 
industrial  inspection  department ;  two  stenographers  and  one 
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clerk  for  service  in  the  boiler  inspection  department,  one  of 
such  stenographers  to  act  as  secretary  to  the  Board  of  Boiler 
Eules ;  and  six  stenographers  for  service  in  the'  branch  offices 
of  the  District  Police  Force.  The  clerical  force  to  be  ap- 
pointed by  the  Chief  of  the  District  Police  Force. 

With  reference  to  the  Acts  of  1911,  chapter  484,  being  an 
amendment  to  section  48,  chapter  514,  Acts  of  1909,  it  will 
be  noted  that  the  follov^ing  words  appear  in  the  twenty-fourth 
line,  "  of  sections  thirty-six  and  thirty-seven."  This  should 
have  been  made  to  read  sections  sixty-seven  and  sixty-eight," 
as  printed  in  the  original  section  before  amendment.  I  would 
therefore  recommend  that  this  section  be  amended  to  so  read. 
In  relation  to  the  same  section  I  would  also  recommend  that 
the  words  "  and  if  any  child  or  woman  shall  be  employed  in 
more  than  one  manufacturing  or  mechanical  establishment, 
the  total  number  of  hours  so  employed  shall  not  exceed  fifty- 
four  hours  in  any  one  week,"  be  inserted  between  the  words 
"  week  "  and  "  except,"  in  the  twelfth  line  of  such  section. 
This  wording  was  included  in  the  original  section  and  was 
evidently  overlooked  by  the  petitioners  for  the  amendment. 

Acts  of  1909,  chapter  514,  section  94,  provides  as  fol- 
lows :  — 

The  belting,  shafting,  gearing  and  drums  of  all  factories,  if  so 
placed  as,  in  the  opinion  of  the  inspectors  of  factories  and  public 
buildings,  to  be  dangerous  to  employees  therein  while  engaged  in 
their  ordinary  duties,  shall  be  as  far  as  practicable  securely  guarded. 
No  machinery  except  steam  engines  in  a  factory  shall  be  cleaned 
while  running  if  objection  in  writing  is  made  by  one  of  said  inspect- 
ors. All  factories  and  workshops  shall  be  well  lighted,  well  ven- 
tilated and  kept  clean,  and  this  requirement  shall  be  enforced  by 
the  state  inspectors  of  health. 

It  is  apparent  from  a  perusal  of  this  statute  that  provision 
is  made  for  the  safeguarding  of  belting,  shafting,  gearing  and 
drums  in  factories  only,  no  provision  being  made  for  such 
protection  in  establishments  other  than  those  specified;  it  is 
also  to  be  noted  that  belting,  shafting,  gearing  and  drums 
only  are  mentioned  in  the  statute.  It  having  been  found 
necessary,  in  many  instances,  to  order  safeguard  appliances 
on  or  about  machinery  which  could  not  properly  be  classified 
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under  either  of  the  parts  named,  and  in  establishments  other 
than  factories,  I  would  recommend  that  the  statute  be  so 
amended  as  to  include  all  machinery  or  parts  of  machinery 
in  factories,  workshops,  mechanical  and  mercantile  establish- 
ments which,  in  the  opinion  of  the  inspector  of  factories  and 
public  buildings,  is  dangerous  to  the  employees  therein  while 
engaged  in  their  ordinary  duties. 

Acts  of  1909,  chapter  514,  section  144,  provides  that  manu- 
facturers, manufacturing  corporations  and  proprietors  of  mer- 
cantile establishments  shall  report  to  the  Chief  of  this  depart- 
ment all  accidents  resulting  in  the  death  of  an  employee,  or  in 
bodily  injury  which  will  prevent  his  returning  to  work  within 
four  days  thereafter,  etc.  In  view  of  the  widespread  legisla- 
tion on  the  subject  of  compensation  for  industrial  accidents 
which  it  would  appear  is  sure  to  come  within  the  next  few 
years,  and  the  action  taken  by  our  own  Legislature  in  relation 
to  the  same  in  the  enactment  of  chapter  751,  Acts  of  1911, 
and  the  appointment  of  a  Commission  on  Compensation  for 
Industrial  Accidents,  as  provided  by  the  Resolves  of  1910, 
chapter  120,  and  the  Resolves  of  1911,  chapter  56,  I  deem  it 
my  duty  to  call  attention  to  the  meager  information  furnished 
to  this  department  in  compliance  with  the  provisions  of  the 
statute  above  referred  to.  It  will  be  noted  that  the  provisions 
are  limited  to  but  a  portion  of  the  employers,  including  only 
manufacturers,  manufacturing  corporations  and  proprietors 
of  mercantile  establishments,  while  the  very  large  number  of 
other  industries  of  the  Commonwealth  are  not  required  to 
furnish  this  information;  nor  are  such  employers  as  are  in- 
cluded in  its  provisions  required  to  report  any  such  accident 
unless  it  result  either  in  the  death  of  an  employee  or  in  such 
bodily  injury  as  shall  prevent  his  return  to  work  within  four 
days  after  its  occurrence.  I  would  therefore  recommend 
the  repeal  of  this  statute,  and  in  place  thereof  urge  the  enact- 
ment of  a  statute  providing  that  every  employer  keep  a  cor- 
rect record  of  every  accident  occurring  to  any  employee  while 
at  work  for  such  employer,  whether  such  accident  result  in 
death  or  in  any  bodily  injury;  and  that  within  forty-eight 
hours  after  the  time  of  the  accident  the  employer  furnish  a 
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written  report  of  such  accident  to  the  Chief  of  the  District 
Police,  upon  forms  to  be  furnished  by  said  Chief;  and  that 
the  Chief  of  the  District  Police  transmit  to  the  sender  of  such 
report  a  written  acknowledgment  of  the  receipt  thereof,  and 
keep  a  record  of  all  accidents  so  reported  to  him,  including  an 
abstract  of  such  record  in  his  annual  report,  but  no  statement 
contained  in  any  such  report  made  by  an  employer  shall  be 
admissible  in  evidence  arising  out  of  the  accident  reported. 

Acts  of  1911,  chapter  269,  being  an  amendment  to  section 
58,  chapter  514,  Acts  of  1909,  provides  that  the  printed 
form  of  the  age  and  schooling  certificate  shall  be  furnished 
by  the  Chief  of  the  District  Police.  Prior  to  the  enactment 
of  this  amendment  the  respective  cities  and  towns  of  the 
Commonwealth  furnished  such  forms,  with  the  result  that  a 
large  variety  of  forms  existed,  differing  both  in  style  and 
context;  some  being  printed  in  the  exact  form  provided  in 
section  60,  chapter  514,  Acts  of  1909,  and  others  so  printed 
as  not  to  comply  fully  with  the  provisions  of  such  statute. 
Also,  by  the  enactment  of  chapter  310,  Acts  of  1911,  being 
"  An  Act  relative  to  the  employment  of  certain  minors  in 
factories,  workshops  and  mercantile  establishments,"  it  be- 
came the  duty  of  the  Chief  of  the  District  Police  to  furnish 
the  printed  form  of  the  certificate  provided  for  therein. 

Upon  the  passage  of  the  statutes  named,  forms  were  pre- 
pared and  submitted  to  the  Attorney-General  of  the  Com- 
monwealth for  his  approval,  and  upon  receipt  of  such  approval 
70,000  of  the  age  and  schooling  certificate  and  40,000  of  the 
certificate  of  illiterate  minor  were  printed,  and  supplies  fur- 
nished to  each  city  and  town  in  the  Commonwealth,  through 
the  respective  superintendents  of  schools. 

By  reference  to  chapter  310,  Acts  of  1911,  above  referred 
to,  it  will  be  seen  that  no  provision  is  made  therein  in  regard 
to  the  persons  authorized  to  issue  the  certificates ;  and  no  pro- 
vision is  made  that  the  persons  authorized  to  issue  the  certifi- 
cates may  also  administer  the  oath  provided  for  therein.  In 
order  to  meet  these  respective  conditions,  and  prevent  con- 
fusion, I  arranged  that  the  superintendents  of  schools  or  other 
persons  authorized  to  approve  the  age  and  schooling  certificate 


14       REPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 


should  also  be  authorized  to  issue  the  certificate  in  question 
and  administer  the  oath  provided  for  therein,  with  the  under- 
standing that  no  fee  should  be  charged  therefor. 

Subsequent  to  the  furnishing  of  the  forms  to  the  various 
cities  and  tovrns  of  the  Commonwealth,  as  before  stated,  a 
large  amount  of  correspondence  ensued  between  the  super- 
intendents of  schools  and  the  Chief  of  the  District  Police  in 
relation  to  the  respective  forms  necessary  to  be  used  to  fully 
comply  with  the  provisions  of  law  relative  to  the  employment 
both  of  literate  and  illiterate  minors,  and  I  deemed  it  ad- 
visable to  arrange  for  a  meeting  of  the  superintendents  of 
schools  or  their  representatives  for  the  purpose  of  discussing 
the  many  points  at  issue,  and,  if  possible,  arriving  at  a  general 
understanding  in  relation  to  all  matters  pertaining  thereto. 

The  meeting  was  held  in  Room  432,  State  House,  on  Satur- 
day, Oct.  21,  1911,  at  10.30  A.M.,  a  large  number  of  the  super- 
intendents of  schools  or  their  representatives  being  present.  At 
this  meeting  it  was  fully  shown  that  many  inconsistencies  and 
misinterpretations  exist  in  connection  with  the  statutes  pro- 
viding for  the  employment  of  literate  and  illiterate  minors; 
and  it  was  finally  determined,  by  the  members  of  the  Massa- 
chusetts Superintendents  of  Schools  Association  present,  to 
refer  the  entire  matter  to  the  Legislative  Committee  of  such 
Association.  This  was  done,  and  a  meeting  of  the  Committee 
was  held  in  the  office  of  the  Chief  of  the  District  Police  on 
Saturday,  Oct.  28,  1911,  at  which  time  a  sub-committee  was 
formed  to  prepare  and  submit  to  the  Legislature  a  bill  which 
should  provide  for  codifying  the  statutes  relative  to  the  em- 
ployment of  literate  and  illiterate  minors,  and  such  sub-com- 
mittee is  now  preparing  a  bill. 

Realizing,  as  I  do,  the  necessity  for  the  legislation  proposed 
by  this  Committee,  I  consider  it  my  duty  to  recommend  its 
enactment,  being  persuaded  that  such  legislation  will  result 
in  the  elimination  of  the  confusion  and  misinterpretation 
which  now  exist,  and  in  the  further  improvement  of  child 
labor  conditions  in  this  Commonwealth. 

By  section  1,  chapter  367,  Acts  of  1911,  the  school  com- 
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mittee  of  any  city  or  town  which  has  accepted  the  provisions 
of  such  statute  may  grant  temporary  use  of  halls  in  school 
buildings  for  certain  purposes.  I  would  respectfully  recom- 
mend that  an  amendment  be  made  to  this  section  by  adding 
at  the  end  thereof  the  following  words :  "  and  that  such  use 
shall  not  be  granted  during  the  regular  session  of  the  school 
unless  the  egresses  have  been  approved  for  such  purpose  by 
a  member  of  the  inspection  department  of  the  district  police." 

'No  change  has  been  made  in  the  boiler  inspection  law  since 
1909,  and  I  feel  that  while  the  intent  of  the  law  is  clear  to  a 
layman,  in  order  to  render  prosecutions  under  it  free  from 
technicalities  and  make  the  work  more  effective,  section  IT 
of  chapter  465  of  the  Acts  of  1907  should  be  amended  by  in- 
serting after  the  word  "  inspection,''  in  the  third  line,  the 
words  "  if  the  boiler  and  its  appendages  conform  to  the  rules 
formulated  by  the  board  of  boiler  rules  and ;  "  and  also  by 
inserting  after  the  word  "  condition,"  in  the  fourth  line,  the 
word  "  otherwise,"  so  that  said  section  shall  read  as  follows : — 

Section  17.  Insurance  companies  engaged  in  the  business  of 
inspecting  and  insuring  steam  boilers  shall,  after  each  internal  and 
external  inspection,  if  the  boiler  and  its  appendages  conform  to  the 
rules  formulated  by  the  board  of  boiler  rules,  and  if  they  deem  the 
boiler  to  be  in  safe  working  condition  otherwise,  issue  a  certificate 
of  inspection  stating  the  maximum  pressure  at  which  the  boiler 
may  be  operated.  This  maximum  pressure  shall  be  determined 
under  the  rules  established  by  the  board  of  boiler  rules. 

Section  15  of  chapter  465  of  the  Acts  of  1907  should  be 
amended  by  inserting  after  the  word  "  up,"  in  the  third  line, 
the  words  "  and  the  boiler  and  its  appendages  conform  to  the 
rules  formulated  by  the  board  of  boiler  rules ;  "  by  inserting 
after  the  word  "  arranged,"  in  the  eleventh  line,  the  words 
"  or  if  the  boiler  and  its  appendages  do  not  conform  to  the 
rules  formulated  by  the  board  of  boiler  rules ;  "  and  by  in- 
serting after  the  word  "  operation,"  in  the  thirteenth  line, 
the  words  "  and  the  boiler  and  its  appendages  do  conform  to 
the  rules  formulated  by  the  board  of  boiler  rules,"  so  that 
said  section  shall  read  as  follows :  — 
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Section  15.  If,  upon  inspection  the  inspector  finds  the  boiler  to 
be  in  safe  working  order,  with  the  fittings  necessary  to  safety,  and 
properly  set  up,  and  the  boiler  and  its  appendages  conform  to  the 
rules  formulated  by  the  board  of  boiler  rules,  he  shall  issue  to  the 
owner  or  user  thereof  a  certificate  of  inspection  stating  the  maximum 
pressure  at  which  the  boiler  may  be  operated,  as  ascertained  by 
the  rules  established  by  the  board  of  boiler  rules,  and  thereupon  such 
owner  or  user  may  operate  the  boiler  mentioned  in  the  certificate, 
If  the  inspector  finds  that  the  boiler  is  not  in  safe  working  condi- 
tion, or  is  not  provided  with  fittings  necessary  to  safety,  or  if  the 
fittings  are  improperly  arranged,  or  if  the  boiler  and  its  append- 
ages do  not  conform  to  the  rules  formulated  by  the  board  of  boiler 
rules,  he  shall  withhold  his  certificate  until  the  boiler  and  its  fittings 
are  put  in  a  condition  to  insure  safety  of  operation,  and  the  boiler 
and  its  appendages  do  conform  to  the  rules  formulated  by  the 
board  of  boiler  rules;  and  the  owner  or  user  shall  not  operate  the 
boiler,  or  cause  it  to  be  operated,  until  such  certificate  has  been 
granted. 

Section  1  of  chapter  465  of  the  Acts  of  1907,  as  amended 
bj  chapter  563  of  the  Acts  of  1908  and  chapter  393  of  the 
Acts  of  1909,  should  be  amended  bj  inserting  after  the  word 
"  year,"  in  the  eleventh  line,  the  words  "  and  no  person  shall 
operate  or  cause  to  be  operated  any  boiler  not  exempted  by  the 
provisions  of  this  section  until  the  boiler  has  been  inspected 
nor  until  the  certificate  has  been  issued  and  so  placed  as  to  be 
easily  read  in  the  engine  or  boiler  room  of  the  plant  where 
the  boiler  is  located,  except  that  the  certificate  of  inspection 
for  a  portable  boiler  shall  be  kept  on  the  premises  and  shall  be 
accessible  at  aU  times ;  "  and  by  striking  out  the  words  "  shall 
not  be  operated,"  in  the  eleventh  and  twelfth  lines,  and  in- 
serting in  place  thereof  the  following:  "and  no  person  shall 
operate  or  cause  to  be  operated  any  boiler  not  exempted  by 
the  provisions  of  this  section,"  so  that  said  section  shall  read 
as  follows :  — 

Section  1.  All  steam  boilers  and  their  appurtenances,  except 
boilers  on  railroad  locomotives,  motor  road  vehicles,  boilers  in  pri- 
vate residences,  boilers  in  public  buildings  and  in  apartment  houses 
used  solely  for  heating,  and  carrying  pressures  not  exceeding  fifteen 
pounds  per  square  inch  and  having  less  than  four  square  feet  of 
grate  surface,  boilers  of  not  more  than  three  horse  power,  boilers 
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used  for  horticultural  and  agricultural  purposes  exclusively,  and 
boilers  under  the  jurisdiction  of  the  United  States,  shall  be  thor- 
oughly inspected  internally  and  externally  at  intervals  of  not  over 
one  year;  and  no  person  shall  operate  or  cause  to  be  operated  any 
boiler  not  exempted  by  the  provisions  of  this  section  until  the  boiler 
has  been  inspected,  nor  until  the  certificate  has  been  issued  and  so 
placed  as  to  be  easily  read  in  the  engine  or  boiler  room  of  the  plant 
where  the  boiler  is  located,  except  that  the  certificate  of  inspection 
for  a  portable  boiler  shall  be  kept  on  the  premises  and  shall  be 
accessible  at  all  times;  and  no  person  shall  operate  or  cause  to  be 
operated  any  boiler  not  exempted  by  the  provisions  of  this  section 
at  pressures  in  excess  of  the  safe  working  pressure  stated  in  the 
certificate  of  inspection  hereinafter  mentioned,  which  pressure  is  to 
be  ascertained  by  rules  established  by  the  board  of  boiler  rules,  to 
be  appointed  as  hereinafter  provided,  and  shall  be  equipped  with 
such  appliances  to  insure  safety  of  operation  as  shall  be  prescribed 
by  said  board.  All  such  boilers  installed  after  January  first,  nine- 
teen hundred  and  eight,  shall  be  so  inspected  when  installed.  A 
boiler  in  this  commonwealth  at  the  time  of  the  passage  of  this  act, 
which  does  not  conform  to  the  rules  of  construction  formulated  by 
the  board  of  boiler  rules  may  be  installed  after  a  thorough  internal 
and  external  inspection  and  hydrostatic  pressure  test  by  a  member 
of  the  boiler  inspection  department  of  the  district  police,  or  by  an 
inspector  holding  a  certificate  of  competency  as  an  inspector  of 
steam  boilers,  as  provided  by  section  six  of  chapter  four  hundred 
and  sixty-five  of  the  acts  of  the  year  nineteen  hundred  and  seven, 
and  employed  by  the  company  insuring  the  boiler.  The  pressure 
allowed  on  such  boilers  is  to  be  ascertained  by  rules  formulated 
by  the  board  of  boiler  rules.  No  certificate  of  inspection  shall  be 
granted  on  any  boiler  installed  after  May  first,  nineteen  hundred 
and  eight,  which  does  not  conform  to  the  rules  formulated  by  the 
board  of  boiler  rules. 

Section  13  of  chapter  465  of  the  Acts  of  1907  should  be 
amended  by  inserting  after  the  word  "  inspection/'  in  the 
eighth  line,  the  words  "  if  requested  to  give  such  notice  by  the 
owner,  but  such  notice  need  not  be  given  for  the  inspection 
of  a  boiler  in  process  of  installation  or  for  the  inspection  of  a 
boiler  which  has  not  been  inspected  within  a  year  previous 
to  the  date  of  this  inspection  and  a  certificate  of  inspection 
granted,"  so  that  said  section  shall  read  as  follows :  — 

Section  13.  The  owner  or  user  of  a  boiler  herein  required  to  be 
inspected  which  is  not  insured  by  a  boiler  insurance  company,  shall, 
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after  due  notice,  prepare  the  boiler  for  internal  and  external  inspec- 
tion, at  the  appointed  time,  by  drawing  the  water  from  the  boiler 
and  removing  the  manhole  and  handhole  plates.  The  boiler  inspec- 
tion department  shall  give  the  owner  at  least  fourteen  days'  notice 
to  prepare  boilers  for  this  inspection  if  requested  to  give  such 
notice  by  the  owner,  but  such  notice  need  not  be  given  for  the 
inspection  of  a  boiler  in  process  of  installation  or  for  the  inspection 
of  a  boiler  which  has  not  been  inspected  within  a  year  previous  to 
the  date  of  this  inspection  and  a  certificate  of  inspection  granted; 
and  shall  not  be  required  to  give  notice  of  external  inspection. 

Section  14  of  chapter  465  of  the  Acts  of  1907  should  be 
amended  by  inserting  after  the  word  "  inspection,"  in  the 
fifth  line,  the  words  "  under  steam,  and  two  dollars  for  each 
cast-iron  sectional  boiler  inspected,"  and  by  substituting  for 
the  word  "  boilers,"  in  the  seventh  line,  the  words  "  the  boiler 
inspection  department,"  so  that  said  section  shall  read  as 
follows :  — 

Section  14.  The  owner  or  user  of  a  boiler  inspected  by  the 
boiler  inspection  department  shall  pay  to  the  inspector  five  dollars  for 
each  boiler  internally  and  externally  inspected,  and  two  dollars 
for  each  visit  for  external  inspection  under  steam,  and  two  dollars 
for  each  cast-iron  sectional  boiler  inspected.  The  inspector  shall 
give  receipts  for  the  same,  and  shall  pay  all  sums  so  received  to  the 
chief  inspector  of  the  boiler  inspection  department,  who  shall  pay 
the  sa.me  to  the  treasurer  of  the  commonwealth. 
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APPROVAL  OF  LICENSES   FOR  ENTERTAINMENTS  TO 
BE  GIVEN  ON  THE  LORD'S  DAY. 

In  accordance  with  the  provisions  of  the  Acts  of  1908, 
chapter  385,  "  An  Act  relative  to  the  observance  of  the  Lord's 
Day/'  it  is  the  duty  of  the  Chief  of  the  District  Police  to  ♦ 
approve  in  writing  all  licenses  granted  for  public  entertain- 
ments to  be  held  on  the  Lord's  day,  if,  in  his  opinion,  such 
entertainments  are  in  keeping  with  the  character  of  the  day 
and  are  not  inconsistent  with  its  due  observance. 

During  the  year  ending  Oct.  31,  1911,  I  have  received  from 
the  mayors  of  the  cities  and  selectmen  of  the  towns  specified 
in  the  following  lists  6,763  licenses,  accompanied  by  the  ap- 
plications and  programs,  for  my  approval  of  the  same.  In 
accordance  with  the  provisions  of  the  Acts  of  1909,  chapter 
189,  a  fee  of  $1  has  accompanied  each  application  forwarded 
for  such  approval,  therefore  the  sum  of  $6,Y63  was  received 
during  the  period  named,  which  amount  has  been  paid  to  the 
Treasurer  of  the  Commonwealth. 


Licenses  for  Public  Entertainments  held  on  the  Lord's  Day 
during  the  twelve  months  ending  oct.  31,  1911. 


City  ok  Town. 

Ap- 
proved. 

Not  Ap- 
proved. 

City  or  Tovm. 

proved. 

Not  Ap- 
proved. 

Adams, 

5 

Groveland,  . 

31 

Agawam, 

34 

1 

Haverhill, 

207 

1 

Arlington,  . 

1 

HoLYOKE,  . 

411 

6 

Attleborough, 

1 

Hull,  .... 

214 

Avon  

77 

Ipswich, 

2 

Billerica, 

9 

Lakeville, 

2 

Boston, 

1,401 

2 

Lanesborough, 

29 

Brockton,  . 

9 

Lawrence, 

401 

Brookfield,  . 

4 

Leominster, 

1 

Cambridge, 

10 

1 

Lexington,  . 

64 

Chelsea,  . 

12 

1 

Lowell, 

489 

1 

Chicopee,  . 

225 

2 

Ludlow, 

25 

Clinton, 

5 

Lunenburg, 

2 

Dartmouth, 

39 

Lynn,  .... 

3.55 

Dedham, 

43 

Marblehead, 

9 

Deerfield,  . 

19 

Marlborough,  . 

16 

Dighton, 

14 

Marshfield,  . 

10 

Dracut, 

54 

Maynard, 

2 

East  Brookfield,  . 

7 

Medford,  . 

1 

Easthampton, 

3 

Mendon, 

30 

Fall  River, 

409 

Methuen, 

13 

FiTCHBURG, 

3 

Milford, 

2 

Framingham, 

1 

Montague,  . 

98 
92 

Freetown,  . 

4 

Nahant, 

Gloucester, 

64 

1 

New  Bedford,  . 

34 
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Licenses  for  Public  Entertainments  held  on  the  Lord's  Day, 
ETC.  — Concluded. 


City  or  Town. 

An- 
proved. 

Not  Ap 
proved. 

CiTT  OR  Town. 

pro  ved . 

iJl  \J  V  VKL  • 

Newbury,  . 

5 

- 

Taunton,  . 

34 

Newton. 

109 

_ 

1  yngsborougn, 

a 

North  Adams,  . 

24 

- 

Wakefield,  . 

1 

Northampton,  . 

4 

Waltham,  . 

1 

_ 

Norwood, 

4 

Wareham,  . 

48 

Orange, 

11 

Watertown,  . 

2 

Palmer, 

23 

Webster, 

50 

Peabody, 

3 

Westborough, 

1 

Pembroke,  . 

40 

Westfield,  . 

62 

PiTTSFIELD, 

24 

Westwood,  . 

11 

QUINCY, 

64 

Winchendon, 

Revere, 

622 

7 

Winthrop,  . 

14 

Salem, 

53 

WOBURN, 

7 

Salisbury,  . 

47 

Worcester, 

73 

Shrewsbury, 

168 

3 

Wrentham,  . 

6 

Springfield, 

205 

1 

Stoughton, . . 

16 

Totals,  . 

6.734 

29 

By  the  enforcement  of  the  provisions  of  the  statute  referred 
to  in  this  connection  it  readily  may  be  seen  that  a  very  large 
amount  of  work  is  placed  upon  the  Chief  and  other  members 
of  the  District  Police;  for  not  only  is  it  necessary,  in  order 
to  carry  out  the  intent  of  the  law,  to  carefully  check  the 
programs  submitted  with  the  licenses,  to  see  that  no  form  of 
entertainment  inconsistent  with  the  due  observance  of  the  day 
is  included  therein;  but  it  is  also  necessary  to  visit,  on  each 
Lord's  day,  some  of  the  various  establishments  in  which  such 
entertainments  are  held,  in  order  to  see  that  the  regulations 
governing  the  approval  of  the  licenses  are  fully  complied  with, 
and  that  no  entertainment  is  given  other  than  that  which  has 
been  thus  approved.  On  each  Lord's  day,  during  the  summer 
season,  the  Chief  has  visited  a  large  number  of  the  entertain- 
ments in  Boston,  Revere  and  l^antasket,  and  through  the 
remaining  portion  of  the  year  in  Boston.  From  time  to  time 
throughout  the  year,  other  members  of  the  District  Police  are 
detailed  for  like  duty  in  their  respective  districts,  and  when- 
ever it  has  been  reported  that  a  licensee  has  violated  any  of 
the  regulations  governing  such  entertainments,  or  that  he  has 
in  any  way  violated  the  conditions  under  which  the  license 
has  been  approved,  a  member  of  the  force  has  been  de- 
tailed to  investigate  and  report.  It  is  gratifying  to  be  able 
to  state  that  there  have  been  but  few  such  violations,  and  that 
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siicli  as  have  occurred  have  been  due  largely  to  ignorance  of 
the  regulations  rather  than  to  intentional  disregard  of  them. 

The  greater  portion  of  the  entertainments  given  on  the 
Lord's  day  consists  of  moving  pictures,  probably  more  than 
75  per  cent,  of  the  programs  being  made  up  of  such  enter- 
tainments. In  consequence  of  this  fact  it  became  necessary 
that  some  action  should  be  taken  in  order  to  prevent  the  dis- 
play of  any  moving  picture  illustrating  scenes  or  actions 
which,  while  not  improper  for  other  days  of  the  week,  would 
not  be  in  keeping  with  the  character  of  the  Lord's  day.  With 
a  view  to  meeting  this  necessity,  I  arranged  with  the  moving 
picture  agencies  that  all  moving  pictures  which  they  desired 
to  rent  for  entertainments  to  be  given  on  the  Lord's  day 
should  be  brought  to  the  State  House  on  Wednesday  and  Fri- 
day of  each  week,  and  there  displayed  in  the  room  used  for 
the  examination  of  moving  picture  operators,  in  order  that 
they  should  be  passed  upon.  This  has  been  done  during  the 
past  two  years,  and  the  result  has  been  very  satisfactory. 
Lists  are  issued  each  Monday  of  the  pictures  which  have 
been  approved  during  the  previous  week,  such  lists  being 
furnished  to  every  manager  of  establishments  showing  mov- 
ing pictures  on  the  Lord's  day.  It  will,  of  course,  be  under- 
stood that  not  every  picture  thus  displayed  is  approved  by 
me,  the  fact  being  that  about  30  per  cent,  only  are  approved, 
although  the  agents  send  only  such  pictures  as  they  believe 
are  of  such  nature  as  will  receive  my  approval. 

During  the  year  the  regulations  governing  entertainments 
to  be  given  on  the  Lord's  day  have  been  revised,  and  the  fol- 
lowing are  now  in  force :  — 

1.  Under  the  provisions  of  chapter  385,  Acts  of  1908,  the  mayor 
of  a  city  or  the  selectmen  of  a  town  may  grant  Hcenses  for  pubHc 
entertainments  to  be  held  on  the  Lord's  day  to  which  admission  is  to 
be  obtained  upon  the  payment  of  money  or  some  other  pecuniary  or 
valuable  consideration;  but  before  the  licensee  is  permitted  to  ^ve 
such  entertainment  it  must  be  approved  in  writing  by  the  Chief  of 
the  District  Police  as  being  in  keeping  with  the  character  of  the 
day  and  not  inconsistent  with  its  due  observance. 

2.  Chapter  189,  Acts  of  1909,  approved  March  18,  1909,  pro\ades 
that:  — 
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Every  application  to  the  chief  of  the  district  police,  under  the  pro- 
visions of  section  one  of  chapter  ninety-eight  of  the  Eevised  Laws,  as 
amended  by  section  one  of  chapter  four  hundred  and  sixty  of  the  acts 
of  the  year  nineteen  hundred  and  four  and  by  section  one  of  chapter 
three  hundred  and  eighty-five  of  the  acts  of  the  year  nineteen  hundred  and 
eight,  for  his  approval  of  an  entertainment  proposed  to  be  given  on  the 
Lord's  day  shall  be  accompanied  by  a  fee  of  one  dollar. 

3.  The  managers  of  entertainments  to  be  held  on  the  Lord's  day 
shall  make  application  for  the  license  to  the  mayor  of  the  city  or 
selectmen  of  the  town,  and  will  be  held  strictly  responsible  for  the 
proper  conduct  of  the  audience  and  of  the  artists,  and  shall  not 
allow  any  indecent  or  suggestive  language  or  situations  upon  the 
stage. 

4.  The  application,  program  and  license  forms  shall  be  of  standard 
size  {8^/2"  X  11''),  and  may  be  obtained  from  the  State  printers, 
Wright  &  Potter  Printing  Company,  18  Post  Office  Square,  Boston, 
at  the  following  rates :  — 


1  set,       3  blank  forms,   $0  25 

5  sets,    15  blank  forms,   0  75 

10  sets,    30  blank  forms,   1  20 

25  sets,    75  blank  forms,   2  25 

50  sets,  150  blank  forms,  .       .       .       .       .       .      ,.       .  3  00 

100  sets,  300  blank  forms,   4  50 

Each  additional  100  sets  (extra),   3  00 


(Each  set  includes  1  application,  1  program  and  1  license.) 

5.  Each  application  forwarded  to  the  Chief  of  the  District  Police 
for  approval  shall  be  in  duplicate,  and  shall  be  accompanied  by  a 
complete  program,  in  duplicate,  of  the  proposed  entertainment, 
and  by  the  license,  also  in  duplicate,  properly  signed  by  the  mayor 
of  the  city  or  a  majority  of  the  selectmen  of  the  town. 

6.  A  fee  of  $1  must  accompany  each  application  forwarded  to  the 
Chief  of  the  District  Police  for  his  approval. 

7.  Each  license  submitted  for  approval,  together  with  the  neces- 
sary papers  specified  in  section  5  of  these  regulations,  must  reach 
the  office  of  the  Chief  of  the  District  Police  before  twelve  o'clock 
noon  on  the  Friday  preceding  the  Sunday  upon  which  the  enter- 
tainment is  to  he  given. 

8.  The  program  shall  show  in  detail  the  nature  of  the  entertain- 
ment, the  correct  titles  of  all  songs  (parodies  of  any  nature  on  songs 
are  strictly  prohibited) ,  titles  of  moving  pictures,  names  of  makers 
of  moving  pictures,  names  of  artists,  and  a  description  of  the  dress 
worn;  also,  where  a  production,  dramatic  or  operatic,  or  where  a 
sketch  is  included  in  the  program,  a  synopsis  must  be  furnished  for 
each  and  every  drama,  opera  or  sketch  so  included. 
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9.  Only  such  titles  of  moving  pictures  shall  appear  upon  the 
program  as  are  included  in  the  List  of  Approved  Moving  Picture 
Films,  dated  June  10,  1911,  and  the  Supplementary  Lists  issued 
from  week  to  week  subsequent  thereto.  The  titles  of  moving  pic- 
tures and  names  of  makers,  shown  on  the  program,  must  conform 
to  the  titles  and  names  as  given  in  such  lists. 

10.  No  advertising  card  shall  be  used  in  connection  with  a  muto- 
scope,  penny-in-the-slot  machine,  or  similar  device,  and  no  picture 
shall  be  displayed  in  any  such  machine  or  device  unless  such  card  or 
picture  has  been  stamped  "  approved  "  by  the  Chief  of  the  District 
Police. 

11.  The  entertainment  shall  be  limited  to  the  numbers  shown 
upon  the  approved  program,  and  no  change  shall  be  made  in  any 
program  without  the  permission  of  the  mayor  of  the  city  or  the 
selectmen  of  the  town  gTanting  the  license,  and  of  the  Chief  of  the 
District  Police,  and  such  permission  must  be  obtained  prior  to 
the  time  the  entertainment  is  given. 

12.  A  license  will  not  be  approved  for  a  longer  period  than  one 
Lord's  day. 

13.  All  entertainments  shall  be  in  keeping  with  the  character  of 
the  Lord's  day  and  not  inconsistent  with  its  due  observance. 

14.  No  entertainment  shall  commence  before  1  o'clock  p.m.  nor 
terminate  later  than  11  o'clock  p.m. 

15.  No  person  or  persons  shall  be  permitted  to  attract  the  atten- 
tion of  the  public  by  announcements,  and  no  musical  device  or 
instrument  shall  be  played  at  the  entrance  of  any  place  of  enter- 
tainment. 

16.  No  articles  or  refreshments  of  any  kind  shall  be  offered  for 
sale,  and  no  smoking  will  be  permitted. 

17.  Change  of  scenery  shall  not  be  made  during  the  entire  enter- 
tainment. 

18.  Artists  appearing  upon  the  stage  must  be  properly  clothed. 
No  female  shall  appear  in  male  attire,  nor  in  tights,  nor  in  skirts 
which  do  not  reach  to  the  ankles.  No  male  shall  appear  in  female 
attire. 

19.  No  suggestive  action  or  word  shall  be  introduced  into  any 
monologue  or  song.  Any  artist  violating  this  regulation  will  there- 
after be  prohibited  from  appearing  in  any  entertainment  held  on 
the  Lord's  day  in  this  Commonwealth. 

20.  No  entertainment  shall  be  given  in  which  there  is  an  element 
of  chance. 

21.  Ice  or  roller  skating  rinks,  dancing  in  any  form,  juggling, 
acrobatic,  contortion,  animal,  magic  or  illusion  acts  will  not  be  per- 
mitted. 

22.  Firearms  shall  not  be  used. 
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23.  There  shall  be  no  ring-pulling  nor  candy-grabbing  in  connec- 
tion with  merry-go-rounds, 

24.  No  mechanical  apparatus  for  discharging  compressed  air  will 
be  permitted. 

25.  Each  mutoscope  or  other  machine  or  apparatus  of  such  nature 
that  the  person  using  the  same  breathes  or  speaks  into  it  or,  for  the 
purpose  of  seeing  or  hearing,  holds  any  part  thereof  in  contact 
with  or  near  to  his  eyes  or  ears,  shall  be  disinfected,  in  such  man- 
ner as  shall  be  approved  by  the  local  board  of  health,  at  least  twice 
during  such  hours,  in  every  twenty-four  hours,  that  such  mutoscope 
or  other  machine  or  apparatus  is  offered  for  the  use  of  the  public. 

26.  No  lung-testing  machine  nor  similar  contrivance,  the  use  of 
which  requires  the  application  of  any  part  thereof  to  the  lips,  shall 
be  used. 

27.  No  minor  shall  be  admitted,  without  the  written  consent  of 
his  parent  or  guardian,  to  any  place  in  which  pictures  are  displayed 
upon  deposit  of  money  in  a  nickel-in-the-slot  machine  or  penny-iu- 
the-slot  machine,  or  in  any  similar  device;  and  no  picture  displayed 
in  such  machine  or  machines  shall  portray  any  melodramatic,  sen- 
sational or  immoral  scenes  or  situations. 

28.  No  child  under  the  age  of  fourteen  years  shall  be  admitted 
after  6  o'clock  in  the  afternoon,  unless  accompanied  by  a  person 
above  the  age  of  twenty-one  years. 

29.  The  respective  statutes  relating  to  theatres,  public  halls  or 
other  places  of  assemblage  must  be  complied  with. 

30.  The  violation  of  any  of  these  regulations  will  be  considered 
sufficient  cause  for  the  disapproval  of  subsequent  license  or  licenses. 

These  regulations  supersede  the  regulations  issued  July  1,  1910. 

JoPHANUs  H.  Whitney^ 
Chief  of  Massachusetts  District  Police.  . 

There  are,  of  course,  those  who  advocate  the  disapproval 
of  all  kinds  of  entertainments  on  the  Lord's  day,  and  there 
are  those  who  advocate  the  approval  of  every  kind  of  enter- 
tainment on  that  day,  but  from  the  small  number  of  com- 
plaints that  have  heen  made  to  me  in  relation  to  these  enter- 
tainments, it  would  appear  that  the  present  system  is  giving 
general  satisfaction. 
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LEGISLATION  ENACTED  DURING  THE  YEAR. 
The  following  statutes  enacted  during  tlie  year  are  enforced 
by  the  respective  members  of  the  District  Police  Force  ap- 
pointed for  such  duties :  — 

Chapter  48. 

An  Act  relative  to  the  inspection  of  cinematographs  and  simi- 
lar APPARATUS  AND  OF  THE  BOOTHS  OR  ENCLOSURES  THEREFOR. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  of  chapter  two  hundred  and  eighty-one  of 
the  acts  of  the  year  nineteen  hundred  and  nine  is  hereby  amended  by 
striking  out  the  words  "  one  dollar  in  the  fifth  line,  and  inserting 
in  place  thereof  the  words :  —  two  dollars,  —  and  by  adding  at  the 
end  thereof  the  words :  —  For  the  inspection  of  a  booth  or  enclosure 
for  a  cinematograph  or  similar  apparatus  a  fee  of  two  dollars  shall 
be  paid  by  the  owner  or  user  thereof,  —  so  as  to  read  as  follows :  — 
Section  1.  For  the  inspection  of  a  cinematograph  or  similar  appa- 
ratus involving  the  use  of  a  combustible  film  more  than  ten  inches 
in  length,  as  provided  by  section  one  of  chapter  five  hundred  and 
sixty-six  of  the  acts  of  the  year  nineteen  hundred  and  eight,  a  fee  of 
two  dollars  shall  be  paid  by  the  owner  or  user  thereof.  For  the 
inspection  of  a  booth  or  enclosure  for  a  cinematograph  or  similar 
apparatus  a  fee  of  two  dollars  shall  be  paid  by  the  owner  or  user 
thereof. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Approved 
February  17,  1911. 

Chapter  136. 

An  Act  to  include  the  twelfth  day  of  October,  known  as 

COLUMBUS  day,  IN  THE  LIST  OF  LEGAL  HOLIDAYS. 

Be  it  enactedy  etc.,  as  follows: 

The  ninth  clause  of  section  five  of  chapter  eight  of  the  Revised 
Laws  is  hereby  amended  by  inserting  in  the  fourth  line,  before  the 
words  "  Thanksgiving  day  the  words :  —  the  twelfth  day  of  Octo- 
ber, —  and  also  by  inserting  after  the  word  "  mentioned ",  in  the 
fifth  line,  the  words :  —  the  twelfth  day  of  October,  —  so  that  the 
said  clause  will  read  as  follows :  —  Ninth,  The  words  "  legal  holiday  " 
shall  include  the  twenty-second  day  of  February,  the  nineteenth  day 
of  April,  the  thirtieth  day  of  May,  the  fourth  day  of  July,  the  first 
Monday  of  September,  the  twelfth  day  of  October,  Thanksgiving 
day  and  Christmas  day,  or  the  day  following  when  any  of  the  four 
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days  first  mentioned,  the  twelfth  day  of  October  or  Christmas  day 
occurs  on  Smiday;  and  the  public  offices  shall  be  closed  on  all  of  said 
days.    [Approved  March  13,  1911. 

Chapter  151. 

An  Act  relative  to  work  in  mills  and  factories  upon  legal 

holidays. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  employee  shall  be  required  to  work  in  any  mill 
or  factory  on  any  legal  holiday,  except  to  perform  such  work  as  is 
both  absolutely  necessary  and  can  lawfully  be  performed  on  the 
Lord's  day. 

Section  2.  Whoever  violates  the  provisions  of  this  act  shall  be 
punished  by  a  fine  not  exceeding  five  hundred  dollars.  [Approved 
March  17,  1911, 

Chapter  196. 

An  Act  relative  to  the  use  of  school  halls  in  the  city  of 

malden. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  city  of  Maiden  is  hereby  authorized  to  grant  the 
temporary  use  of  halls  in  school  buildings  upon  such  terms  and  con- 
ditions and  for  such  public  or  educational  purposes  as  the  school 
committee  of  the  city  may  deem  wise:  provided,  however,  that  such 
use  shall  not  in  any  way  interfere  or  be  inconsistent  with  the  use 
thereof  for  school  purposes. 

Section  2.  This  act  shall  be  submitted  to  the  city  council  of  the 
city,  and  shall  take  effect  upon  its  acceptance  by  a  two  thirds  vote 
of  the  members  present  and  voting,  in  each  branch,  and  upon  the 
approval  of  the  mayor. 

Section  3.  So  much  of  this  act  as  authorizes  its  submission  to 
the  city  council  shall  take  effect  upon  its  passage,  but  it  shall  not 
further  take  effect  until  accepted  by  the  city  council  as  herein  pro- 
vided. 

Section  4.  Nothing  herein  contained  shall  impair  or  limit  the 
powers  and  duties  conferred  and  imposed  by  law  upon  the  district 
police.    [Approved  March  25,  1911. 

Chapter  208. 

,An  Act  relative  to  the  weekly  payment  of  wages  by  express 

companies. 
Be  it  enacted,  etc.,  as  follows: 

Section  one  hundred  and  twelve  of  chapter  five  hundred  and  four- 
teen of  the  acts  of  the  year  nineteen  hundred  and  nine,  as  amended 
by  chapter  three  hundred  and  fifty  of  the  acts  of  the  year  nineteen 
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hundred  and  ten,  is  hereby  further  amended  by  striking  out  the 
word  incorporated  in  the  third  line,  so  as  to  read  as  follows :  — 
Section  112.  Every  raanufaeturing,  mining,  or  quarrying,  mercan- 
tile, railroad,  street  railway,  telegraph  or  telephone  corporation, 
every  express  company  or  water  company,  and  every  contractor, 
person  or  partnership  engaged  in  any  manufacturing  business,  in 
any  of  the  building  trades,  in  quarries  or  mines,  upon  public  works 
or  in  the  construction  or  repair  of  railroads,  street  railways,  roads, 
bridges  or  sewers,  or  of  gas,  water  or  electric  light  works,  pipes  or 
lines,  shall  paj^  weekly  each  employee  engaged  in  his  or  its  business 
the  wages  earned  by  him  to  within  six  days  of  the  date  of  said  pay- 
ment, but  any  employee  leaving  his  or  her  employment,  shall  be  paid 
in  full  on  the  following  regular  pay  day;  and  any  employee  dis- 
charged from  such  employment  shall  be  paid  in  full  on  the  day  of 
his  discharge,  or  in  the  city  of  Boston  as  soon  as  the  provisions  of 
law  requiring  pay  rolls,  Jjills  and  accounts  to  be  certified  shall  have 
been  complied  with;  and  the  commonwealth,  its  officers,  boards  and 
commissions  shall  so  pay  every  mechanic,  workman  and  laborer  who 
is  employed  by  it  or  them,  and  every  person  employed  by  it  or  them 
in  any  penal  or  charitable  institution,  and  every  county  and  city  shall 
so  pay  every  employee  who  is  engaged  in  its  business  the  wages  or 
salary  earned  by  him,  unless  such  mechanic,  workman,  laborer  or 
employee  requests  in  writing  to  be  paid  in  a  different  manner;  and 
every  town  shall  so  pay  each  employee  in  its  business  if  so  required 
by  him;  but  an  employee  who  is  absent  from  his  regular  place  of 
labor  at  a  time  fixed  for  payment  shall  be  paid  thereafter  on  demand. 
The  provisions  of  this  section  shall  not  apply  to  an  employee  of  a 
co-operative  corporation  or  association  if  he  is  a  stockholder  therein 
unless  he  requests  such  corporation  to  pay  him  weekly.  The  board 
of  railroad  commissioners,  after  a  hearing,  may  exempt  any  railroad 
corporation  from  paying  weekly  any  of  its  employees  if  it  appears 
to  the  board  that  such  employees  prefer  less  frequent  payments,  and 
that  their  interests  and  the  interests  of  the  public  will  not  suffer 
thereby.  No  corporation,  contractor,  person  or  partnership  shall 
by  a  special  contract  with  an  employee  or  by  any  other  means  exempt 
himself  or  itself  from  the  provisions  of  this  and  the  following  section. 
Whoever  violates  the  provisions  of  this  section  shall  be  punished  by  a 
fine  of  not  less  than  ten  nor  more  than  fifty  dollars.  [Approved 
March  28,  1911. 

Chapter  218. 

An  Act  to  require  the  state  board  of  health  to  make  analyses 

of  paint,  turpentine  and  linseed  oil  in  certain  cases. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  state  board  of  health  shall  make,  free  of  charge, 
a  chemical  analysis  of  paint,  turpentine  or  linseed  oil,  or  any  syn- 
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thetic  substitute  for  any  of  the  said  articles,  or  any  preparation 
containing  the  same,  when  submitted  to  it  by  the  chief  of  the  district 
police;  and  the  board  shall  furnish  to  the  said  chief  a  certificate  of 
the  analysis,  which  shall  be  prima  facie  evidence  of  the  composition 
and  quality  of  the  material  so  analyzed. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Approved 
March  28,  1911. 

Chapter  229. 

An  Act  relative  to  the  employment  or  women  in  mercantile, 

MANUFACTURING  AND  MECHANICAL  ESTABLISHMENTS. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  woman  shall  knowingly  be  employed  in  laboring 
in  a  mercantile,  manufacturing  or  mechanical  establishment  within 
two  weeks  before  or  four  weeks  after  childbirth. 

Section  2.  The  foregoing  section  shall  be  included  in  the  notice 
with  regard  to  the  employment  of  women  now  required  to  be  posted 
in  mercantile,  manufacturing  and  mechanical  establishments,  and  the 
provisions  thereof  shall  be  enforced  by  the  district  police. 

Section  3.  Violations  of  section  one  of  this  act  shall  be  punished 
by  a  fine  not  exceeding  one  hundred  dollars. 

Section  4.  This  act  shall  take  effect  on  the  first  day  of  January, 
nineteen  hundred  and  twelve.    [Approved  March  31,  1911. 

Chapter  241. 

An  Act  to  define  the  v^ord  "  minor  "  as  applied  to  compulsory 

attendance  at  evening  schools. 
Be  it  enacted,  etc.,  as  follows: 

The  third  paragraph  of  section  seventeen  of  chapter  five  hundred 
and  fourteen  of  the  acts  of  the  year  nineteen  hundred  and  nine  is 
hereby  amended  by  adding  at  the  end  thereof  the  following :  — 
except  that  in  regard  to  the  compulsory  attendance  of  illiterate 
minors  at  evening  schools,  the  word  "  Minor  "  shall  mean  a  person 
under  the  age  of  twenty-one  years,  —  so  as  to  read  as  follows :  — 
"  Child  "  or  "  Minor  "  shall  mean  a  person  under  eighteen  years  of 
age,  except  that  in  regard  to  the  compulsory  attendance  of  illiterate 
minors  at  evening  schools,  the  word  "  Minor  "  shall  mean  a  person 
under  the  age  of  twenty-one  years.    [Approved  April  6,  1911. 

Chapter  249. 

An  Act  relative  to  the  payment  of  wages  by  certain  manufac- 
turing CORPORATIONS  AND  MANUFACTURERS. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  Manufacturing  corporations  and  contractors,  persons 
or  partnerships  engaged  in  any  manufacturing  business  wherein  one 
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hundred  employees  or  more  are  employed  shall,  on  the  day  chosen  as 
pay  day,  pay  such  of  their  employees  as  are  on  that  day  working  in 
the  manufacturing  establishment,  before  the  close  of  the  regular 
working  hours. 

Section  2.  Whoever  violates  the  provisions  of  this  act  shall  be 
punished  by  a  fine  of  not  more  than  fifty  dollars.  [Approved  April 
6,  1911. 

Chapter  263. 

An  Act  relative  to  the  specifications  to  be  furnished  to 

WEAVERS  IN  cotton  FACTORIES. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  hundred  and  sixteen  of  chapter  five  hun- 
dred and  fourteen  of  the  acts  of  the  year  nineteen  hundred  and  nine 
is  hereby  amended  by  inserting  after  the  word  "  inch  in  the  ninth 
line,  the  words :  —  width  of  loom,  width  of  cloth  woven  in  the  loom, 
—  so  as  to  read  as  follows :  —  Section  116.  The  occupier  or  manager 
of  every  textile  factory  shall  post  in  every  room  where  any  em- 
ployees work  by  the  job,  in  legible  writing  or  printing,  and  in  suffi- 
cient numbers  to  be  easily  accessible  to  such  employees,  specifications 
of  the  character  of  each  kind  of  work  to  be  done  by  them,  and  the 
rate  of  compensation.  Such  specifications  in  the  case  'of  weaving 
rooms  shall  state  the  intended  and  maximum  length  of  a  cut  or 
piece,  the  count  per  inch  of  reed,  and  the  number  of  picks  per  inch, 
width  of  loom,  width  of  cloth  woven  in  the  loom,  and  the  price  per 
cut  or  piece,  or  per  pound;  or,  if  payment  is  made  per  pick  or  per 
yard,  the  price  per  pick  or  per  yard;  and  each  warp  shall  bear  a 
designating  ticket  or  mark  of  identification.  In  roving  or  spinning 
rooms,  the  number  of  roving  or  yam  and  the  price  per  hank  for  each 
size  of  machine  shall  be  stated ;  and  each  machine  shall  bear  a  ticket 
stating  the  number  of  the  roving  or  yarn  made  upon  it.  The  maxi- 
mum length  of  a  cut  or  piece  shall  not  exceed  three  per  cent  of  its 
intended  length;  but  if  it  appears  that  a  variation  in  excess  of  the 
amount  hereinbefore  set  forth  has  been  caused  in  whole  or  in  part  by 
any  weaver  in  the  employ  of  any  person  charged  with  the  violation  of 
this  act,  this  shall  be  deemed  a  sufficient  defence  to  a  prosecution. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  10,  1911. 

Chapter  266. 

An  Act  relative  to  the  manufacture  and  sale  of  turpentine. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  person,  firm  or  corporation  shall  manufacture, 
mix  for  sale,  offer  or  expose  for  sale,  or  have  in  possession  with 
intent  to  sell,  or  sell  under  the  name  of  turpentine,  or  spirits  of 
turpentine,  or  under  any  name  or  phrase  of  which  the  word  tur- 
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pentine  forms  a  part,  or  under  any  name  or  device  illustrating  or 
suggesting  turpentine,  or  spirits  of  turpentine,  any  article  which  is 
not  wholly  distilled  from  rosin,  turpentine  gum,  or  scrapings  from 
pine  trees,  unmixed  and  unadulterated  with  oil,  benzine,  or  any 
other  substance  of  any  kind  whatsoever,  unless  the  package  con- 
taining the  same  shall  be  stencilled  or  marked  with  letters  not  less 
than  two  inches  high  and  one  inch  in  width,  "  Adulterated  Spirits 
of  Turpentine except  that  these  letters  upon  packages  of  one 
gallon  capacity,  or  less,  may  be  reduced  to  one  fourth  of  the  said 
size.  Nor  shall  any  person,  firm  or  corporation  sell  or  deliver  such 
adulterated  spirits  of  turpentine  without  informing  the  purchaser 
at  the  time  of  sale  that  the  article  is  not  pure  spirits  of  turpentine. 
Nothing  herein  contained  shall  be  construed  as  prohibiting  the  man- 
ufacture or  sale  of  any  such  compound  or  imitation,  provided  that 
the  container  shall  be  plainly  marked  and  the  purchaser  notified 
as  aforesaid. 

Section  2.  The  district  police  and  all  local  police  authorities  in 
the  commonwealth  are  hereby  charged  with  the  enforcement  of 
this  act. 

Section  3.  The  provisions  of  chapter  four  hundred  and  ninety- 
five  of  the  acts  of  the  year  nineteen  hundred  and  ten  shall  apply 
to  the  provisions  of  this  act. 

Section  4.  Any  person,  firm  or  corporation  who  violates  any  of 
the  provisions  of  this  act  shall  be  liable  to  a  penalty  of  one  hundred 
dollars  for  the  first  offence,  and  a  penalty  of  two  hundred  dollars  for 
the  second  offence,  and  a  penalty  of  five  hundred  dollars  and  im- 
prisonment for  a  period  not  exceeding  thirty  days  or  both,  at  the 
discretion  of  the  court,  for  the  third  offence. 

Section  5.  All  acts  and  parts  of  acts  inconsistent  herewith  are 
hereby  repealed  as  regards  turpentine. 

Section  6.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  10,  1911. 

Chapter  269. 

An  Act  relative  to  the  age  and  schooling  certificates  of 

MINORS. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  fifty-eight  of  chapter  five  hundred  and  four- 
teen of  the  acts  of  the  year  nineteen  hundred  and  nine,  as  amended 
by  section  three  of  chapter  two  hundred  and  fifty-seven  of  the  acts 
of  the  year  nineteen  hundred  and  ten,  is  hereby  further  amended 
by  inserting  after  the  word  "  employee in  the  ninth  line,  the 
words :  —  The  printed  form  of  such  age  and  schooling  certificate 
shall  be  provided  by  the  chief  of  the  district  police,  —  and  by  insert- 
ing after  the  word  "  language  in  the  twelfth  line,  the  words :  — 
as  is  required  for  admission  to  the  fourth  grade  of  the  public 
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schools  of  the  city  or  town  in  which  such  minor  lives,  —  so  as  to  read 
as  follows:  —  Section  58.  An  age  and  schooling  certificate  shall 
be  approved  only  by  the  superintendent  of  schools  or  by  a  person 
authorized  by  him  in  writing,  or,  if  there  is  no  superintendent  of 
schools,  by  a  person  authorized  by  the  school  committee;  but  no 
member  of  a  school  committee  or  other  person  authorized  as  afore- 
said shall  approve  such  certificate  for  any  minor  then  in  or  about  to 
enter  his  own  employment  or  the  employment  of  a  firm  or  corpora- 
tion of  which  he  is  a  member,  officer  or  employee.  The  printed 
form  of  such  age  and  schooling  certificate  shall  be  provided  by  the 
chief  of  the  district  police.  No  such  certificate  shall  be  approved 
by  any  person  unless  he  is  satisfied  that  the  minor  therein  named 
is  able  to  read  at  sight  and  to  write  legibly  simple  sentences  in  the 
English  language,  as  is  required  for  admission  to  the  fourth  grade 
of  the  public  schools  of  the  city  or  town  in  which  such  minor  lives, 
nor  until  such  person  has  received  a  certificate  signed  by  a  physi- 
cian, as  provided  in  chapter  five  hundred  and  two  of  the  acts  of 
the  year  nineteen  hundred  and  six  and  acts  passed  in  amendment 
thereof,  or  by  a  physician  appointed  by  the  school  committee,  stat- 
ing that  said  minor  has  been  examined  by  him  and  in  his  opinion  is 
in  sufficiently  sound  health  and  physically  able  to  perform  the  work 
which  the  minor  intends  to  do :  provided,  however,  that  the  age  and 
schooling  certificate  may  be  approved  and  issued  without  a  physi- 
cian's certificate  if  there  shall  be  on  file  in  connection  with  the 
public  schools  a  written  record  in  regard  to  the  child's  physical 
condition  made  within  one  year  and  the  person  authorized  to 
approve  said  age  and  schooling  certificate  after  having  examined 
such  record  shall  certify  that  in  his  opinion  said  minor  is  in  suffi- 
ciently sound  health  and  physically  able  to  perform  the  work  which 
the  minor  intends  to  do.  The  person  who  approves  the  certificate 
may  administer  the  oath  provided  for  therein,  but  no  fee  shall  be 
charged  therefor. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  10,  1911. 

Chapter  310. 

An  Act  relative  to  the  employment  of  certain  minors  in  fac- 
tories, WORKSHOPS  AND   MERCANTILE  ESTABLISHMENTS. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  illiterate  minor  between  the  age  of  sixteen  and 
twenty-one  years  shall  be  employed  in  a  factory,  workshop,  mechan- 
ical or  mercantile  establishment  unless  his  employer  procures  and 
keeps  on  file,  accessible  to  the  truant  officers  of  the  city  or  town 
and  to  the  district  police  and  inspectors  of  factories  and  public 
buildings,  a  certificate  showing  that  such  minor  is  sixteen  years  of 
age  or  over.    Said  certificate  shall  give  the  place  and  date  of  birth 
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of  such  minor  and  his  personal  description.  The  printed  form  of 
the  certificate  shall  be  provided  by  the  chief  of  the  district  police 
and  shall  be  approved  by  the  attorney-general. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  20,  1911. 

Chapter  313. 

An  Act  relative  to  the  employment  of  children  and  women  in 
certain  workshops  connected  with  mercantile  establish- 
MENTS. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  provisions  of  section  forty-seven  of  chapter  five 
hundred  and  fourteen  of  the  acts  of  the  year  nineteen  hundred  and 
nine,  relative  to  the  employment  of  children  and  women  in  mer- 
cantile establishments,  shall  also  apply  to  children  and  women 
employed  in  a  workshop  for  the  making,  altering  or  repairing  of 
garments:  provided,  that  the  workshop  is  connected  with  a  mer- 
cantile establishment  where  the  said  garments  are  sold  at  retail, 
and  is  owned  and  operated  by  the  proprietor  of  such  mercantile 
establishment;  and  provided,  also,  that  such  children  and  women 
shall  not  be  employed  more  than  fifty-six  hours  in  any  one  week. 
The  provisions  of  section  forty-eight  of  the  said  chapter  shall  not 
apply  to  children  and  women  employed  as  aforesaid. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  20,  1911. 

Chapter  325. 

An  Act  to  provide  for  the  giving  of  bonds  in  blasting  opera- 
tions. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Before  the  issue  of  a  permit  to  use  an  explosive  in 
the  blasting  of  rock  or  any  other  substance  as  prescribed  by  the 
detective  and  fire  inspection  department  of  the  district  police,  the 
applicant  for  the  permit  shall  file  with  the  clerk  of  the  city  or  town 
in  which  the  blasting  is  to  be  done,  a  bond  running  to  the  city  or 
town  with  a  surety  or  sureties  approved  by  the  treasurer  thereof, 
for  such  penal  sum  not  exceeding  ten  thousand  dollars  as  the  chief 
of  the  district  police  or  the  official  granting  the  permit  shall  deter- 
mine to  be  necessary  in  order  to  cover  the  risk  or  damage  that  might 
ensue  from  the  blasting.  The  bond  shall  be  conditioned  upon  the 
payment  of  any  loss,  damage  or  injury  resulting  to  persons  or 
property  by  reason  of  the  use  or  keeping  of  said  explosive. 

Section  2.  Action  on  a  bond  filed  under  the  provisions  of  this 
act  may  be  brought  by  any  persons  to  whom  loss,  damage  or  injury 
has  resulted  by  reason  of  the  use  or  keepmg  of  said  explosive,  and 
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shall  be  brought  in  the  names  of  and  for  the  use  and  at  the  cost  and 
expense  of  such  persons,  but  in  no  event  shall  action  be  brought  on 
the  bond  for  injury  to  the  person  of  an  employee  of  the  person 
receiving  the  permit.  If  claims  on  any  bond  are  established  to  an 
amount  greater  than  the  penal  sum  thereof,  such  claims  shall  be 
paid  pro  rata  to  the  amount  of  the  penal  sum,  and  executions  shall 
issue  accordingly. 

Section  3.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  24,  1911. 

Chapter  440. 

An  Act  to  authorize  the  chief  of  the  district  police  to  grant 

SPECIAL  permission  FOR  EXHIBITIONS  IN  CHURCHES^  HALLS  OR 
OTHER  BUILDINGS. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  chief  of  the  district  police  may  grant  special 
permission  for  exhibitions  of  moving  pictures  in  churches,  halls  or 
other  buildings  in  the  cities  and  towns  of  the  commonwealth,  which, 
in  his  opinion,  are  in  safe  condition  for  said  exhibitions,  and  he 
may  prescribe  regulations  for  the  proper  conduct  of  the  same. 

Section  2.  A  fee  of  two  dollars  shall  accompany  each  applica- 
tion for  a  special  permission  as  provided  for  in  the  foregoing 
section. 

Section  3.  The  provisions  of  this  act  shall  not  apply  to  the  city 
of  Boston. 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved May  13,  1911. 

Chapter  455. 

An  Act  relative  to  the  inspection  of  elevators. 
Be  it  enacted,  etc.,  as  follows: 

Section  twenty-eight  of  chapter  one  hundred  and  four  of  the  Re- 
vised Laws  is  hereby  amended  by  inserting  after  the  word  "  build- 
ings," in  the  third  line,  the  words :  —  or  of  the  inspector  of  build- 
ings of  a  city  or  town,  —  so  as  to  read  as  follows:  —  Section  28. 
If  an  elevator -which  is  used  for  freight  or  passengers  is,  in  the  judg- 
ment of  the  inspector  of  factories  and  public  buildings,  or  of  the 
inspector  of  buildings  of  a  city  or  town,  unsafe  or  dangerous  to  use 
or  has  not  been  constructed  in  the  manner  required  by  law,  said 
inspector  shall  immediately  post  conspicuously  upon  the  entrance  to 
or  door  of  the  cab  or  car  of  such  elevator  a  notice  of  its  dangerous 
condition  and  shall  prohibit  its  use  until  made  safe  to  his  satisfaction. 
No  person  shall,  without  authority  from  said  inspector,  remove  such 
notice  or  operate  such  elevator  while  the  notice  is  posted  as  aforesaid. 
The  provisions  of  this  section  shall  not  apply  to  the  city  of  Boston. 
[Approved  May  18,  1911. 
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Chapter  477. 

An  Act  relative  to  inflammable  fluids  in  motor  vehicles. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  Gasoline,  or  any  other  volatile  inflammable  fluid  which 
emits  a  vapor  at  a  temperature  below  one  hundred  degrees  Fahren- 
heit when  tested  in  the  open  air,  shall,  when  in  an  automobile  or 
other  motor  vehicle  which  is  in  a  building  or  other  structure,  be 
deemed  to  be  kept  in  such  building  or  other  structure  within  the 
meaning  of  chapter  three  hundred  and  seventy  of  the  acts  of  the  year 
nineteen  hundred  and  four  and  acts  in  amendment  thereof:  provided, 
however,  that  the  provisions  of  this  act  shall  not  apply  to  any  exist- 
ing building  in  which  not  more  than  two  automobiles  or  motor  vehi- 
cles are  or  may  hereafter  be  so  kept,  if  such  building  or  any  part 
thereof  is  not  used  either  for  human  habitation  or  for  holding  gather- 
ings of,  or  giving  entertainments,  instruction  or  employment  to, 
more  than  twenty  persons. 

Section  2,  This  act  shall  take  effect  on  the  first  day  of  July  in 
the  year  nineteen  hundred  and  eleven.    [Approved  May  26,  1911. 

Chapter  484. 

An  Act  relative  to  the  hours  of  employment  of  women  and 

MINORS. 

Be  it  enacted,  etc.,  as  follows : 

Section  1.  Section  forty-eight  of  chapter  five  hundred  and  four- 
teen of  the  acts  of  the  year  nineteen  hundred  and  nine  is  hereby 
amended  by  striking  out  the  whole  of  said  section  and  substituting 
in  place  thereof  the  following:  —  Section  48.  No  child  under  eight- 
een years  of  age  and  no  woman  shall  be  employed  in  laboring  in  a 
manufacturing  or  mechanical  establishment  more  than  ten  hours  in 
any  one  day,  except  as  hereinafter  provided  in  this  section,  unless 
a  different  apportionment  of  the  hours  of  labor  is  made  for  the  sole 
purpose  of  m.aking  a  shorter  day's  work  for  one  day  of  the  week; 
and  in  no  case  shall  the  hours  of  labor  exceed  fifty-four  in  a  week, 
except  that  in  any  such  establishment  where  the  emplojnment  is  by 
seasons,  the  number  of  such  hours  in  any  week  may  exceed  fifty- 
four,  but  not  fifty-eight,  provided  that  the  total  number  of  such 
hours  in  any  year  shall  not  exceed  an  average  of  fifty-four  hours  a 
week  for  the  whole  year,  excluding  Sundays  and  holidays.  Every 
employer  shall  post  in  a  conspicuous  place  in  every  room  in  which 
such  persons  are  employed  a  printed  notice  stating  the  number  of 
hours'  work  required  of  them  on  each  day  of  the  week,  the  hours  of 
commencing  and  stopping  work,  and  the  hours  when  the  time  allowed 
for  meals  begins  and  ends  or,  in  the  case  of  establishments  exempted 
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from  the  provisions  of  sections  thirty-six' and  thirty-seven,  the  time, 
if  any,  allowed  for  meals.  The  printed  forms  of  such  notices  shall 
be  provided  by  the  chief  of  the  district  police,  after  approval  by  the 
attorney-general.  The  employment  of  such  person  at  any  time  other 
than  as  stated  in  said  printed  notice  shall  be  deemed  a  violation  of 
the  provisions  of  this  section  unless  it  appears  that  such  employment 
was  to  make  up  time  lost  on  a  previous  day  of  the  same  week  in 
consequence  of  the  stopping  of  machinery  upon  which  he  was  em- 
ployed or  dependent  for  employment;  but  no  stopping  of  machinery 
for  less  than  thirty  consecutive  minutes  shall  justify  such  overtime 
employment,  nor  shall  such  overtime  employment  be  authorized  until 
a  written  report  of  the  day  and  hour  of  its  occurrence  and  its  dura- 
tion is  sent  to  the  chief  of  the  district  police  or  to  an  inspector  of 
factories  and  public  buildings. 

Section  2.  This  act  shall  take  effect  on  the  first  day  of  January 
in  the  year  nineteen  hundred  and  twelve.    [Approved  May  27,  1911. 

Chapter  494. 

An  Act  to  constitute  eight  hours  a  day's  work  for  public 

employees. 
Be  it  enacted,  etc.,  as  folloivs: 

Section  1.  The  service  of  all  laborers,  workmen  and  mechanics, 
now  or  hereafter  employed  by  the  commonwealth  or  by  any  county 
therein  or  by  any  city  or  town  which  has  accepted  the  provisions  of 
section  twenty  of  chapter  one  hundred  and  six  of  the  Revised  Laws, 
or  of  section  forty-two  of  chapter  five  hundred  and  fourteen  of  the 
acts  of  the  year  nineteen  hundred  and  nine,  or  by  any  contractor  or 
sub-contractor  for  or  upon  any  public  works  of  the  commonwealth 
or  of  any  county  therein  or  of  any  such  city  or  town,  is  hereby 
restricted  to  eight  hours  in  any  one  calendar  day,  and  it  shall  be 
unlawful  for  any  officer  of  the  commonwealth  or  of  any  county 
therein,  or  of  any  such  city  or  town,  or  for  any  such  contractor  or 
sub-contractor  or  other  person  whose  duty  it  shall  be  to  employ, 
direct  or  control  the  service  of  such  laborers,  workmen  or  mechanics 
to  require  or  permit  any  such  laborer,  workman  or  mechanic  to  work 
more  than  eight  hours  in  any  one  calendar  day,  except  in  cases  of 
extraordinary  emergenc3^  Danger  to  property,  life,  public  safety 
or  public  health  only  shall  be  considered  cases  of  extraordinary  emer- 
gency within  the  meaning  of  this  section.  In  cases  where  a  Saturday 
half  holiday  is  given  the  hours  of  labor  upon  the  other  working  days 
of  the  week  may  be  increased  sufficiently  to  make  a  total  of  forty- 
eight  hours  for  the  week's  work.  Threat  of  loss  of  employment  or  to 
obstruct  or  prevent  the  obtaining  of  employment  or  to  refrain  from 
emplojdng  in  the  future,  shall  each  be  considered  to  be  "  requiring  " 
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within  the  meaning  of  this  section.  Engineers  shall  be  regarded  as 
mechanics  within  the  meaning  of  this  act. 

Section  2.  Every  contract,  excluding  contracts  for  the  purchase 
of  material  or  supplies,  to  which  the  commonwealth  or  any  county 
therein  or  any  city  or  town  which  has  accepted  the  provisions  of  sec-, 
tion  twenty  of  chapter  one  hundred  and  six  of  the  Revised  Laws, 
is  a  party  which  may  involve  the  employment  of  laborers,  workmen 
or  mechanics  shall  contain  a  stipulation  that  no  laborer,  workman  or 
mechanic  working  within  this  commonwealth,  in  the  employ  of  the 
contractor,  sub -contractor  or  other  person  doing  or  contracting  to  do 
the  whole  or  a  part  of  the  work  contemplated  by  the  contractor  shall 
be  requested  or  required  to  work  more  than  eight  hours  in  any  one 
calendar  day,  and  every  such  contract  which  does  not  contain  this 
stipulation  shall  be  null  and  void. 

Section  3.  Any  agent  or  official  of  the  commonwealth  or  of  any 
county  therein  or  of  any  city  or  town  or  any  contractor  or  sub-con- 
tractor or  any  agent  or  person  acting  on  behalf  of  any  contractor  or 
sub-contractor  who  violates  any  provision  of  this  act  shall  be  pun- 
ished by  a  fine  not  exceeding  one  thousand  dollars  or  by  imprison- 
ment for  six  months  or  both  such  fine  and  imprisonment  for  each 
offence. 

Section  4.  This  act  shall  not  apply  to  the  preparation,  printing, 
shipment  and  delivery  of  ballots  to  be  used  at  a  caucus,  primary, 
state,  city  or  town  election,  nor  during  the  sessions  of  the  general 
court  to  persons  employed  in  legislative  printing  or  binding;  nor 
shall  it  apply  at  any  time  to  persons  employed  in  any  state,  county 
or  municipal  institution,  on  a  farm,  or  in  the  care  of  the  grounds, 
in  the  stable,  in  the  domestic  or  kitchen  and  dining  room  service  or  in 
store  rooms  or  offices. 

Section  5.  All  acts  and  parts  of  acts  inconsistent  herewith  are 
hereby  repealed.    [Approved  May  27 ,  1911. 

Chapter  549. 

An  Act  to  establish  the  salaries  of  mary  e.  halley  and  mary 

A.  NASON,  members  OF  THE  INSPECTION  DEPARTMENT  OF  THE 
district  POLICE. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  salaries  of  Mary  E.  Halley  and  Mary  A.  Nason, 
members  of  the  district  police,  shall  hereafter  be  at  the  rate  of  fifteen 
hundred  dollars  per  annum. 

Section  2.  All  acts  and  parts  of  acts  inconsistent  herewith  are 
hereby  repealed. 

Section  3.   This  act  shall  take  effect  upon  its  passage. 

{The  foregoing  was  laid  before  the  governor  on  the  eighth  day  of 
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June,  1911,  and  after  -five  days  it  had  "the  force  of  a  law",  as  pre- 
scribed by  the  Constitution,  as  it  was  not  returned  by  him  with  his 
objections  thereto  within  that  time.) 

Chapter  561. 

An  Act  to  establish  the  salaries  of  certain  stenographers  and 

clerks  in  the  department  of  the  district  police. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  chief  of  the  district  police  is  hereby  authorized 
to  employ  a  stenographer  in  his  department  at  an  annual  salary 
of  nine  hundred  dollars,  to  increase  by  yearly  increments  of  fifty 
dollars  until  it  reaches  the  sum  of  one  thousand  dollars:  provided, 
that  such  increase  is  approved,  from  year  to  year,  by  the  chief  of 
the  district  police  for  the  efficiency  and  faithfulness  of  said  stenog- 
rapher. 

Section  2.  The  chief  of  the  district  police  is  hereby  authorized 
to  employ  two  stenographers  for  service  in  the  inspection  depart- 
ment of  the  district  police,  at  an  annual  salary  of  seven  hundred 
dollars  each,  to  increase  by  yearly  increments  of  fifty  dollars  until 
it  reaches  the  sum  of  eight  hundred  dollars:  provided,  that  such  in- 
crease is  appro^^ed,  from  year  to  year,  by  the  chief  of  the  district 
police  for  the  efficiency  and  faithfulness  of  said  stenographers,  or  of 
either  of  them. 

Section  3.  The  chief  of  the  district  police  may  appoint  an  addi- 
tional stenographer  for  service  in  the  detective  department  of  the 
district  police,  at  a  salary  not  exceeding  twelve  hundred  dollars  a 
year.  Chapter  four  hundred  and  eighty-two  of  the  acts  of  the  year 
nineteen  hundred  and  seven  is  hereby  repealed.  This  section  shall 
take  effect  on  the  first  day  of  June,  nineteen  hundred  and  eleven. 

Section  4.  Section  one  of  chapter  five  hundred  and  twenty-two 
of  the  acts  of  the  year  nineteen  hundred  and  six,  as  amended  by 
section  one  of  chapter  four  hundred  and  ten  of  the  acts  of  the  year 
nineteen  hundred  and  nine,  is  hereby  further  amended  by  inserting 
after  the  word  "  department ",  in  the  fourteenth  line,  the  words :  — 
The  salary  of  the  first  named  clerk  shall  increase  by  yearly  incre- 
ments of  one  hundred  dollars  until  it  reaches  the  sum  of  one  thou- 
sand dollars,  and,  —  so  as  to  read  as  follows: — Section  1.  The 
governor  is  hereby  authorized  and  directed  to  appoint  five  additional 
members  of  the  inspection  department  of  the  district  police,  who 
shall  be  not  above  forty-five  years  of  age.  Said  age  limit  shall 
apply  to  all  new  appointments  to  said  boiler  inspection  department, 
but  shall  not  apply  to  any  reappointment  thereto.  They  shall  be 
detailed  for  the  inspection  of  boilers,  and  shall  receive  the  same 
compensation  now  received  by  the  present  inspectors  of  boilers. 
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The  governor  is  also  hereby  authorized  to  appoint  one  clerk,  at  an 
annual  salary  of  eight  hundred  dollars,  to  serve  in  the  said  depart- 
ment, and  four  additional  clerks,  at  an  annual  salary  of  six  hundred 
dollars  each,  to  serve  at  branch  offices  in  the  said  department.  The 
salary  of  the  first  named  clerk  shall  increase  by  yearly  increments  of 
one  hundred  dollars  until  it  reaches  the  sum  of  one  thousand  dollars, 
and  the  salary  of  said  four  additional  clerks  shall  increase  by  yearly 
increments  of  fifty  dollars  until  it  reaches  the  sum  of  seven  hundred 
and  fifty  dollars:  provided,  however,  that  such  increase  is  approved, 
from  year  to  year,  by  the  chief  of  the  district  police  for  the  effi- 
ciency and  merit  of  said  clerks  or  of  any  of  them. 

Section  5.  Section  one  of  chapter  four  hundred  and  seventy-nine 
of  the  acts  of  the  year  nineteen  hundred  and  eight  is  hereby  amended 
by  adding  at  the  end  thereof  the  words :  —  The  salary  of  said  stenog- 
rapher shall  increase  by  yearly  increments  of  one  hundred  dollars 
until  it  reaches  the  sum  of  one  thousand  dollars:  provided,  that  such 
increase  is  approved,  from  year  to  year,  by  the  chief  of  the  district 
police  for  the  efficiency  and  faithfulness  of  said  stenographer,  —  so 
as  to  read  as  follows:  —  Section  1.  The  chief  of  the  district  police 
may  appoint  an  additional  stenographer  in  the  office  of  the  deputy 
chief  of  the  detective  department  of  the  district  police,  at  a  salary 
not  exceeding  eight  hundred  dollars  per  annum.  The  salary  of  said 
stenographer  shall  increase  by  yearly  increments  of  one  hundred 
dollars  until  it  reaches  the  sum  of  one  thousand  dollars:  provided, 
that  such  increase  is  approved,  from  year  to  year,  by  the  chief  of  the 
district  police  for  the  efficiency  and  faithfulness  of  said  stenographer. 

Section  6.  This  act  shall  take  effect  upon  its  passage,  except  as 
is  otherwise  provided  herein.    [Approved  June  19,  1911. 

Chapter  562. 

An  Act  relative  to  the  licensing  of  engineers  and  firemen. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  seventy-eight  of  chapter  one  hundred  and 
two  of  the  Revised  Laws,  as  amended  by  section  one  of  chapter 
three  hundred  and  seventy-three  of  the  acts  of  the  year  nineteen 
hundred  and  seven,  is  hereby  further  amended  by  striking  out  the 
word  "  eight in  the  eighth  line,  and  inserting  in  place  thereof  the 
word:  —  nine,  —  so  as  to  read  as  follows:  —  Section  78.  No  per- 
son shall  have  charge  of  or  operate  a  steam  boiler  or  engine  in  this 
commonwealth,  except  boilers  and  engines  upon  locomotives,  motor 
road  vehicles,  boilers  and  engines  in  private  residences,  boilers  in 
apartment  houses  of  less  than  five  flats,  boilers  and  engines  under 
the  jurisdiction  of  the  United  States,  boilers  and  engines  used  for 
agricultural  purposes  exclusively,  boilers  and  engines  of  less  than 
nine  horse  power,  and  boilers  used  for  heating  purposes  exclusively 
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which  are  provided  with  a  device  approved  by  the  chief  of  the  dis- 
trict police  limiting  the  pressure  carried  to  fifteen  pounds  to  the 
square  inch,  unless  he  holds  a  license  as  hereinafter  provided.  The 
owner  or  user  of  a  steam  boiler  or  engine,  other  than  boilers  or 
engines  above  excepted,  shall  not  operate  or  cause  to  be  operated 
a  steam  boiler  or  engine  for  a  period  of  more  than  one  week,  unless 
the  person  in  charge  of  and  operating  it  is  duly  licensed. 

Section  2.  Section  eighty  of  said  chapter  one  hundred  and 
two  is  hereby  amended  by  striking  out  all  of  said  section  after  the 
word  "  operated  in  the  third  line,  and  inserting  in  place  thereof 
the  following :  —  The  words  "  operate  "  operated  "  or  "  operat- 
ing", in  the  two  preceding  sections,  shall  designate  the  person  who, 
under  the  supervision  of  the  licensed  person  in  charge,  operates 
any  appurtenances  of  a  boiler  or  engine :  provided,  however,  that  to 
work  with  a  licensed  person  there  may  be  employed  not  more  than 
one  unlicensed  person  who,  in  the  presence  of  and  under  the  per- 
sonal direction  of  the  licensed  person,  may  operate  the  appurte- 
nances of  a  boiler  or  engine,  —  so  as  to  read  as  follows :  —  Section 
80.  The  words  "  have  charge  "  or  "  in  charge  in  the  two  preceding- 
sections,  shall  designate  the  person  under  whose  supervision  a  boiler 
or  engine  is  operated.  The  words  "  operate ",  "  operated "  or 
"  operating  in  the  two  preceding  sections,  shall  designate  the  per- 
son who,  under  the  supervision  of  the  licensed  person  in  charge, 
operates  any  appurtenances  of  a  boiler  or  engine :  provided,  however, 
that  to  work  with  a  licensed  person  there  may  be  employed  not  more 
than  one  unlicensed  person  who,  in  the  presence  of  and  under  the 
personal  direction  of  the  licensed  person,  may  operate  the  appur- 
tenances of  a  boiler  or  engine. 

Section  3.  Section  eighty-one  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  one  of  chapter  three  hundred  and  ten 
of  the  acts  of  the  year  nineteen  hundred  and  five,  is  hereby  further 
amended  by  striking  out  the  said  section,  and  inserting  in  place 
thereof  the  following: —  Section  81.  Whoever  desires  to  act  as 
engineer  or  fireman  shall  apply  for  a  license  therefor  to  the  state 
inspector  of  boilers  for  the  city  or  town  in  which  he  resides  or  is 
employed,  upon  blanks  to  be  furnished  by  the  boiler  inspection 
department  of  the  district  police.  The  application  shall  be  accom- 
panied by  a  fee  of  one  dollar,  and  shall  show  the  total  experience 
of  the  applicant.  To  be  eligible  for  examination  for  a  first  class 
fireman's  license,  a  person  must  have  been  employed  as  a  steam 
engineer  or  fireman  in  charge  of  or  operating  boilers  for  not  less 
than  one  year,  or  he  must  have  held  and  used  a  second  class  fire- 
man's license  for  not  less  than  six  months.  To  be  eligible  for  exam- 
ination for  a  third  class  engineer's  license,  a  person  must  have  been 
employed  as  a  steam  engineer  or  fireman  in  charge  of  or  operating 
boilers  for  not  less  than  one  and  one  half  years,  or  he  must  have 
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held  and  used  a  first  class  fireman's  license  for  not  less  than  one 
year.  To  be  eligible  for  examination  for  a  second  class  engineer's 
license,  a  person  must  have  been  employed  as  a  steam  engineer  in 
charge  of  a  steam  plant  or  plants  having  at  least  one  engine  of  over 
fifty  horse  power  for  not  less  than  two  years,  or  he  must  have  held 
and  used  a  third  class  engineer's  license  for  not  less  than  one  year, 
or  have  held  and  used  a  special  license  to  operate  a  first  class  plant 
for  not  less  than  two  years;  except  that  any  person  who  has  served 
three  years  as  apprentice  to  the  machinist  or  boiler  making  trade 
in  stationary,  marine  or  locomotive  engine  or  boiler  works,  and  who 
has  been  employed  for  one  year  in  connection  with  the  operation 
of  a  steam  plant,  or  any  person  graduated  as  a  mechanical  engineer 
from  a  duly  recognized  school  of  technology,  who  has  been  employed 
for  one  year  in  connection  with  the  operation  of  a  steam  plant, 
shall  be  eligible  for  examination  for  a  second  class  engineer's  license. 
To  be  eligible  for  examination  for  a  first  class  engineer's  license,  a 
person  must  have  been  employed  for  not  less  than  three  years  as  a 
steam  engineer  in  charge  of  a  steam  plant  or  plants  having  at  least 
one  engine  of  over  one  hundred  and  fifty  horse  power,  or  he  must 
have  held  and  used  a  second  class  engineer's  license  in  a  second  class 
or  first  class  plant  for  not  less  than  one  and  one  half  years.  The 
applicant  shall  make  oath  to  the  statements  contained  in  his  appli- 
cation, and  the  members  of  the  boiler  inspection  department  of 
the  district  police  are  hereby  authorized  to  administer  the  oath. 
Wilful  falsification  in  the  matter  of  a  statement  contained  in  an 
application  shall  be  deemed  a  sufficient  cause  for  the  revocation  of 
the  license  at  any  time.  The  applicant  shall  be  given  a  practical 
examination,  and,  if  found  competent  and  trustworthy,  he  shall 
receive  a  license  graded  according  to  the  merits  of  his  examination. 
An  applicant  for  a  first  class  or  second  class  engineer's  license,  or 
for  a  special  license  to  operate  a  first  class  plant,  or  for  a  special 
license  to  have  charge  of  a  second  class  plant,  shall  be  examined  by 
a  board  of  three  examiners,  one  of  whom  may  be  the  chief  inspector, 
and,  if  the  applicant  is  employed,  one  member  of  said  board  shall 
be  the  state  inspector  of  boilers  for  the  city  or  town  in  which  the 
applicant  is  employed,  and  the  decision  of  said  board  shall  be  final. 
The  applicant  shall  have  the  privilege  of  having  one  person  present 
during  his  examination,  who  shall  take  no  part  in  the  same,  but 
who  may  take  notes  if  he  so  desires.  A  period  of  ninety  days  shall 
elapse  between  examinations,  except  in  the  case  of  an  appeal  as 
hereinafter  provided.  A  license  shall  continue  in  force  until  it  is 
suspended  or  revoked  for  the  incompetence  or  un trustworthiness  of 
the  licensee,  except  that  a  special  license  shall  not  continue  in  force 
after  the  holder  thereof  ceases  to  be  employed  in  the  plant  specified  in 
the  license.  A  person  whose  license  is  suspended  or  revoked  shall 
surrender  his  license  to  a  member  of  the  boiler  inspection  depart- 
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ment.  If  a  new  license  of  a  different  grade  is  issued,  the  old  license 
shall  be  destroyed  by  the  examiner.  If  a  license  is  lost,  or  is 
destroyed  by  fire  or  other  means,  a  new  license  shall  be  issued  in 
its  place,  without  re-examination  of  the  licensee,  upon  satisfactory 
proof  of  such  loss  or  destruction  to  an  examiner. 

Section  4.  Section  eighty-two  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  two  of  chapter  three  hundred  and  ten 
of  the  acts  of  the  year  nineteen  hundred  and  five,  by  chapter  four 
hundred  and  fourteen  of  the  acts  of  the  year  nineteen  hundred  and 
six,  and  by  section  two  of  chapter  three  hundred  and  seventy-three 
of  the  acts  of  the  year  nineteen  hundred  and  seven,  is  hereby  further 
amended  by  striking  out  all  after  the  word  "  boilers  in  the  fif- 
teenth line,  and  inserting  in  place  thereof  the  words :  —  Portable 
class,  to  have  charge  of  or  to  operate  portable  boilers  and  portable 
engines,  except  hoisting  engines  or  steam  fire  engines.  Steam  fire 
engineers'  class,  to  have  charge  of  or  to  operate  steam  fire  engines 
and  boilers.  Firemen's  licenses :  —  Extra  first  class,  to  have  charge 
of  and  operate  any  boiler  or  boilers.  First  class,  to  have  charge 
of  and  operate  any  boiler  or  boilers  where  the  safety  valve  or  valves 
are  set  to  blow  at  a  pressure  not  exceeding  twenty-five  pounds  to 
the  square  inch,  or  to  operate  high  pressure  boilers  under  the  engi- 
neer or  fireman  in  direct  charge  thereof.  Second  class,  to  operate 
any  boiler  or  boilers  under  the  engineer  or  fireman  in  direct  charge 
thereof.  A  person  holding  an  extra  first  class  or  first  class  fire- 
man's license  may  operate  a  third  class  plant  under  the  engineer  in 
direct  charge  of  the  plant.  Special  licenses :  —  A  person  holding 
an  engineer's  or  fireman's  license,  who  desires  to  have  charge  of  or 
to  operate  a  particular  steam  plant,  may,  provided  that  he  holds 
an  engineer's  or  fireman's  license  and  that  he  files  with  his  applica- 
tion for  such  examination  a  written  request  signed  by  the  owner  or 
user  of  said  plant,  be  examined  as  to  his  competence  for  such  service 
and  no  other,  and,  if  found  competent  and  trustworthy,  he  shall  be 
granted  a  license  for  such  service  and  no  other:  provided,  however, 
that  no  special  license  shall  be  granted  to  give  any  person  charge 
of  an  engine  of  over  one  hundred  and  fifty  horse  power,  —  so  as  to 
read  as  follows :  —  Section  82.  Licenses  shall  be  granted  according 
to  the  competence  of  the  applicant  and  shall  be  distributed  in  the 
following  classes :  —  Engineers'  licenses :  —  First  class,  to  have 
charge  of  and  operate  any  steam  plant.  Second  class,  to  have 
charge  of  and  operate  a  boiler  or  boilers,  and  to  have  charge  of  and 
operate  engines,  no  one  of  which  shall  exceed  one  hundred  and  fifty 
horse  power,  or  to  operate  a  first  class  plant  under  the  engineer  in 
direct  charge  of  the  plant.  Third  class,  to  have  charge  of  and  oper- 
ate a  boiler  or  boilers  not  exceeding  in  the  aggregate  one  hundred 
and  fifty  horse  power,  and  an  engine  not  exceeding  fifty  horse 
power,  or  to  operate  a  second  class  plant  under  the  engineer  in 
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direct  charge  of  the  plant.  Fourth  class,  to  have  charge  of  and 
operate  hoisting  and  portable  engines  and  boilers.  Portable  class, 
to  have  charge  of  or  to  operate  portable  boilers  and  portable  engines, 
except  hoisting  engines  or  steam  fire  engines.  Steam  fire  engineers' 
class,  to  have  charge  of  or  to  operate  steam  fire  engines  and  boilers. 
Firemen's  licenses :  —  Extra  first  class,  to  have  charge  of  and  oper- 
ate any  boiler  or  boilers.  First  class,  to  have  charge  of  and  operate 
any  boiler  or  boilers  where  the  safety  valve  or  valves  are  set  to 
blow  at  a  pressure  not  exceeding  twenty-five  pounds  to  the  square 
inch,  or  to  operate  high  pressure  boilers  under  the  engineer  or  fire- 
man in  direct  charge  thereof.  Second  class,  to  operate  any  boiler 
or  boilers  under  the  engineer  or  fireman  in  direct  charge  thereof. 
A  person  holding  an  extra  first  class  or  first  class  fireman's  license 
may  operate  a  third  class  plant  under  the  engineer  in  direct  charge 
of  the  plant.  Special  licenses :  —  A  person  holding  an  engineer's  or 
fireman's  license,  who  desires  to  have  charge  of  or  to  operate  a  par- 
ticular steam  plant,  may,  provided  that  he  holds  an  engineer's  or 
fireman's  license  and  that  he  files  with  his  application  for  such 
examination  a  written  request  signed  by  the  owner  or  user  of  said 
plant,  be  examined  as  to  his  competence  for  such  service  and  no 
other,  and,  if  found  competent  and  trustworthy,  he  shall  be  granted 
a  license  for  such  service  and  no  other:  provided,  however,  that  no 
special  license  shall  be  granted  to  give  any  person  charge  of  an 
engine  of  over  one  hundred  and  fifty  horse  power. 

Section  5.  Section  eightj^-three  of  said  chapter  one  hundred 
and  two  is  hereby  amended  by  striking  out  the  said  section,  and 
inserting  in  place  thereof  the  following :  —  Section  83.  The  horse 
power  of  a  boiler  shall  be  ascertained  upon  a  basis  of  three  horse 
power  for  each  square  foot  of  grate  surface  or  equivalent,  when  the 
safety  valve  is  set  to  blow  at  a  pressure  exceeding  twenty-five 
pounds  per  square  inch,  and  on  a  basis  of  one  and  one  half  horse 
power  for  each  square  foot  of  grate  surface  or  equivalent,  when  the 
safety  valve  is  set  to  blow  at  twenty-five  pounds  pressure  per  square 
inch  or  less. 

The  horse  power  of  a  reciprocating  steam  engine  shall  be  ascer- 
tained upon  the  basis  of  a  mean  effective  pressure  of  forty  pounds 
per  square  inch  of  piston  for  a  simple  engine,  fifty  pounds  for  a 
condensing  engine,  and  seventy  pounds  for  a  compound  engine,  cal- 
culated upon  the  area  of  the  high  pressure  piston. 

A  steam  turbine  engine  shall  be  rated  at  less  than  nine  horse 
power  when  the  external  diameter  of  the  steam  supply  pipe  does 
not  exceed  one  and  three  fourths  inches.  A  steam  turbine  engine 
shall  be  rated  at  fifty  horse  power  when  the  external  diameter  of 
the  steam  supply  pipe  exceeds  one  and  three  fourths  inches  and 
does  not  exceed  three  and  one  half  inches.    A  steam  turbine  engine 
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shall  be  rated  at  one  hundred  and  fifty  horse  power  when  the 
external  diameter  of  the  steam  supply  pipe  exceeds  three  and  one 
half  inches  and  does  not  exceed  five  inches. 

Section  6.  Section  eighty-four  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  three  of  chapter  three  hundred  and 
seventy-three  of  the  acts  of  the  year  nineteen  hundred  and  seven,  is 
hereby  further  amended  by  striking  out  the  said  section  and  inserting 
in  place  thereof  the  following :  —  Section  84.  A  person  who  is  ag- 
grieved by  the  action  of  an  examiner  in  refusing,  suspending  or  re- 
voking a  license,  may  appeal  therefrom  to  the  chief  inspector  of  the 
boiler  inspection  department,  who  shall  appoint  three  members  of 
the  boiler  inspection  department  to  act  together  as  a  board  of 
appeal,  one  of  whom  may  be  said  chief  inspector.  If  an  appeal  is 
taken,  it  must  be  within  one  week  after  the  decision  of  the  examiner. 
The  api)ellant  shall  have  the  privilege  of  having  one  person  present 
during  the  hearing  of  his  appeal,  who  shall  take  no  part  in  the  same 
but  who  may  take  notes  if  he  so  desires.  The  decision  of  the  ma- 
jority of  the  said  examiners,  acting  as  a  board  of  appeal,  shall  be 
final. 

Section^  7.  Section  eighty-five  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  four  of  chapter  three  hundred  and 
seventy-three  of  the  acts  of  the  year  nineteen  hundred  and  seven,  is 
hereby  further  amended  by  striking  out  the  word  "  eight in  the 
thirteenth  line,  and  inserting  in  place  thereof  the  word :  —  nine,  — 
so  as  to  read  as  follows :  —  Section  85.  An  engineer's  or  fireman's 
license,  gi-anted  under  the  provisions  of  the  seven  preceding  sections 
or  the  corresponding  provisions  of  earlier  laws,  shall  be  placed  so  as 
to  be  easily  read  in  a  conspicuous  place  in  the  engine  room  or  boiler 
room  of  the  plant  operated  by  the  holder  of  such  license.  The  per- 
son in  charge  of  a  stationary  steam  boiler  upon  which  the  safety 
valve  is  set  to  blow  off  at  more  than  twenty-five  pounds  pressure  to 
the  square  inch,  except  boilers  upon  locomotives,  motor  road  vehicles, 
boilers  in  private  residences,  boilers  in  apartment  houses  of  less 
than  five  flats,  boilers  under  the  jurisdiction  of  the  United  States, 
boilers  used  for  agricultural  purposes  exclusively,  and  boilers  of  less 
than  nine  horse  power,  shall  keep  a  daily  record  of  the  boiler,  its 
condition  when  under  steam  and  all  repairs  made  and  work  done  on 
it,  upon  forms  to  be  obtained  upon  application  from  the  boiler  in- 
spection department.  These  records  shall  be  kept  on  file  and  shall 
be  accessible  at  all  times  to  the  members  of  the  boiler  inspection 
department. 

Section  8.  This  act  shall  take  effect  on  the  first  day  of  January 
in  the  year  nineteen  hundred  and  twelve,  and  a  license  in  force  on 
the  first  day  of  January  in  the  year  nineteen  hundred  and  twelve 
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shall  continue  in  force  until  it  is  suspended  or  revoked  for  the  in- 
competence or  untrustworthiness  of  the  licensee,  except  that  a  special 
license  shall  not  continue  in  force  after  the  holder  thereof  ceases  to 
be  employed  on  the  plant  specified  in  the  license.  A  license  in  force 
on  the  first  day  of  January  in  the  year  nineteen  hundred  and  twelve 
may  be  exchanged  for  a  license  of  the  same  class  under  this  act  at 
any  time  thereafter,  on  application  to  the  boiler  inspection  depart- 
ment of  the  district  police,  upon  forms  to  be  furnished  by  said  de- 
partment. The  applicant  shall  make  oath  to  the  statements 
contained  in  the  said  application,  and  the  members  of  the  boiler  in- 
spection department  of  the  district  police  are  hereby  authorized  to 
administer  the  oath. 

{The  foregoing  was  laid  before  the  Governor  on  the  twelfth  day 
of  June,  1911,  and  after  five  days  it  had  "the  force  of  a  law"  as 
prescribed  by  the  Constitution,  as  it  was  not  returned  by  him  with 
his  objections  thereto  within  that  time.) 

Chapter  584. 

An  Act  to  prohibit  employers  from  imposing  a  fine  for  imper- 
fections IN  WEAVING. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  employer  shall  impose  a  fine  upon  an  employee 
engaged  at  weaving  for  imperfections  that  may  arise  during  the 
process  of  weaving. 

Section  2.  Any  employer  who  violates  the  provisions  of  this  act 
shall  be  punished  by  a  fine  not  exceeding  one  hundred  dollars  for 
the  first  offence,  and  not  exceeding  three  hundred  dollars  for  any  sub- 
sequent offence.    [Approved  June  22,  1911. 

Chapter  616. 

An  Act  to  provide  for  the  appointment  of  three  additional 
members  of  the  district  police  to  serve  as  inspectors  of 
factories  and  public  buildings. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  governor  is  hereby  authorized  to  appoint  three 
additional  members  of  the  district  police,  who  shall  be  employed  as 
inspectors  of  factories  and  public  buildings.  Their  terms  of  ofiice, 
salaries,  powers  and  duties  shall  be  the  same  as  those  provided  by 
law  for  the  district  police. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved June  30,  1911. 
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Chapter  619. 

An  Act  to  increase  the  salary  and  rank  of  the  chief  inspec- 
tor OP  the  boiler  inspection  department  of  the  district 

POLICE. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  of  chapter  five  hundred  and  twenty-one 
of  the  acts  of  the  year  nineteen  hundred  and  six  is  hereby  amended 
by  striking  out  the  words  "  two  thousand  in  the  tenth  line,  and 
inserting  in  place  thereof  the  words :  —  twenty-four  hundred,  — 
and  by  adding  at  the  end  of  said  section  the  words :  —  He  shall 
have  the  same  rank  as  the  deputy  chief  of  the  inspection  department 
of  the  district  police,  —  so  as  to  read  as  follows :  —  Section  1.  The 
governor  is  hereby  authorized  to  appoint,  as  hereinafter  provided, 
one  of  the  members  of  the  boiler  inspection  department  of  the  dis- 
trict police  as  chief  inspector  of  said  boiler  inspection  department. 
Said  chief  inspector  shall  have  supervision  over  the  members  of 
said  boiler  inspection  department  in  order  to  secure  the  uniform 
enforcement  throughout  the  commonwealth  of  all  acts  relative  to 
the  inspection  of  boilers  and  the  examination  of  engineers  and  fire- 
men. Said  chief  inspector  shall  receive  an  annual  salary  of  twenty- 
four  hundred  dollars  and  his  actual  and  necessary  travelling 
expenses.  He  shall  have  the  same  rank  as  the  deputy  chief  of  the 
inspection  department  of  the  district  police. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved June  30,  1911. 

Chapter  620. 

An  Act  to  provide  for  additional  members  of  the  boiler  in- 
spection department  of  tpie  district  police. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  governor  is  hereby  authorized  and  directed  to 
appoint  five  additional  members  of  the  boiler  inspection  department 
of  the  district  police,  who  shall  be  not  above  forty-five  years  of  age : 
and  this  age  limit  shall  apply  hereafter  to  all  appointments  to  the 
said  department.  The  said  five  additional  members  shall  be  detailed 
for  the  inspection  of  boilers  and  the  examination  of  engineers  and 
firemen,  and  shall  receive  the  same  compensation  now  received  by 
the  present  inspectors  of  boilers.  The  civil  service  commissioners 
shall  hold  an  examination  for  the  said  appointments,  and  no  person 
shall  hereafter  be  eligible  to  take  the  civil  service  examination  for 
appointment  as  an  inspector  of  boilers,  unless  he  holds  a  first  class 
engineer's  license  granted  by  the  boiler  inspection  department  of 
this  commonwealth. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ajj- 
proved  June  30,  1911. 
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Chapter  629. 

An  Act  relative  to  employment  in  the  night  messenger  serv- 
ice. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Except  for  the  delivery  of  messages,  directly  con- 
nected with  the  business  of  conducting  or  publishing  a  newspaper, 
to  a  newspaper  office  or  directly  between  newspaper  offices,  no 
person  under  the  age  of  twenty-one  years  shall  be  employed  or 
permitted  to  work  as  a  messenger  for  a  telegraph,  telephone  or 
messenger  company  in  the  distribution,  transmission  or  delivery  of 
goods  or  messages  before  five  o'clock  in  the  morning  or  after  ten 
o'clock  in  the  evening  of  any  day. 

Section  2.  Whoever,  in  violation  of  the  provisions  of  section 
one  of  this  act,  employs  a  person  under  the  age  of  twenty-one  years 
or  whoever  procures  or,  having  under  his  control  any  such  person, 
permits  him  to  be  so  employed  shall  for  each  offense  be  punished 
by  a  fine  of  not  less  than  fifty  nor  more  than  three  hundred  dollars 
or  by  imprisonment  for  not  more  than  six  months,  or  by  both  such 
fine  and  imprisonment. 

Section  3.  The  district  police  shall  enforce  the  provisions  of  this 
act. 

{The  foregoing  was  laid  before  the  Governor  on  the  twenty-eighth 
day  of  June,  1911,  and  after  five  days  it  had  "  the  force  of  a  law 
as  prescribed  by  the  Constitution,  as  it  was  not  returned  by  him 
with  his  objections  thereto  within  that  time.) 

Chapter  656. 

An  Act  relative  to  licensing  operators  of  hoisting  machinery 

WHEN  the  motive  P0V7ER  IS  MECHANICAL  AND  OTHER  THAN 
STEAM. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  person  shall  operate  derricks,  cableways,  machin- 
ery used  for  discharging  cargoes,  temporary  elevator  cars  used  on 
excavation  work  or  used  for  hoisting  building  material,  when  the 
motive  power  to  operate  such  machinery  is  mechanical  and  other 
than  steam,  unless  he  holds  a  license  as  hereinafter  provided.  The 
owner  or  user  of  hoisting  machinery  specified  in  this  section  shall 
not  operate,  or  cause  to  be  operated,  such  machinery  for  a  period 
of  more  than  one  week,  unless  the  person  operating  it  is  duly 
licensed. 

Section  2.  The  owner  of  hoisting  machinery  specified  in  this  act 
shall  not  operate  or  cause  to  be  operated  according  to  the  provi- 
sions of  this  act  such  hoisting  machinery  for  a  period  of  more  than 
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one  week,  unless  the  person  in  charge  of  and  operating  such  hoisting 
machinery  is  duly  licensed. 

Section  3.  Whoever  desires  to  act  as  operator  of  hoisting 
machinery,  as  specified  in  section  one  of  this  act,  shall  apply  for  a 
license  therefor  to  the  state  inspector  of  boilers  for  the  city  or  town 
in  which  he  resides  or  is  employed,  upon  blanks  to  be  furnished  by 
the  boiler  inspection  department  of  the  district  police.  The  appli- 
cation shall  be  accompanied  by  a  fee  of  one  dollar,  and  shall  show 
the  total  experience  of  the  applicant  in  operating  hoisting  machin- 
ery. The  applicant  shall  make  oath  to  the  statements  contained  in 
his  application,  and  the  members  of  the  boiler  inspection  depart- 
ment of  the  district  police  are  hereby  authorized  to  administer  said 
oath.  Wilful  falsification  in  the  matter  of  statements  contained  in 
an  application  shall  be  deemed  sufficient  cause  for  the  revocation  of 
said  license  at  any  time.  The  applicant  shall  be  given  a  practical 
examination  by  a  member  of  the  boiler  inspection  department  of 
the  district  police,  and,  if  found  competent  and  trustworthy,  he  shall 
receive  a  license  to  operate  hoisting  machinery,  as  specified  in 
section  one  of  this  act.  The  applicant  shall  have  the  privilege  of 
having  one  person  present  during  his  examination,  who  shall  take 
no  part  in  the  same,  but  who  may  take  notes  if  he  so  desires.  A 
period  of  ninety  days  shall  elapse  between  examinations,  except  in 
the  case  of  an  appeal  as  hereinafter  provided.  A  license  shall  con- 
tinue in  force  until  it  is  suspended  or  revoked  for  the  incompetence 
or  untrustworthiness  of  the  licensee.  If  a  license  is  lost,  or  is 
destroyed  by  fire  or  other  means,  a  new  license  shall  be  issued  in  its 
place,  without  re-examination  of  the  licensee,  upon  satisfactory 
proof  to  an  examiner  of  such  loss  or  destruction. 

Section  4.  A  person  who  is  aggrieved  by  the  action  of  an  exam- 
iner in  refusing,  suspending  or  revoking  a  license,  may  appeal  there- 
from to  the  chief  inspector  of  the  boiler  inspection  department  of 
the  district  police,  who  shall  appoint  three  members  of  the  boiler 
inspection  department  to  act  together  as  a  board  of  appeal,  one 
of  whom  may  be  said  chief  inspector.  If  appeal  is  taken,  it  must 
be  within  one  week  after  the  decision  of  the  examiner.  The  appel- 
lant shall  have  the  privilege  of  having  one  person  present  during 
the  hearing  of  his  appeal,  who  shall  take  no  part  in  the  same,  but 
who  may  take  notes  if  he  so  desires.  The  decision  of  the  majority 
of  such  examiners,  acting  as  a  board  of  appeal,  shall  be  final. 

Section  5.  An  operator's  license,  granted  under  the  provisions 
of  this  act,  shall  be  carried  on  the  person  of  the  holder  thereof  when 
operating  hoisting  machinery  as  specified  in  section  one  of  this  act. 

Section  6.  The  boiler  inspection  department  of  the  district 
police  shall  act  as  examiners  and  enforce  the  provisions  of  this  act; 
and  whoever  violates  any  of  the  provisions  of  this  act  shall  be  pun- 
ished by  a  fine  of  not  less  than  ten  nor  more  than  three  hundred 
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dollars,  or  by  imprisonment  for  not  more  than  three  months.  A 
trial  justice  shall  have  jurisdiction  of  complaints  for  violations  of 
the  provisions  of  this  act,  and  in  such  cases  may  impose  a  fine  of 
not  more  than  fifty  dollars.  All  members  of  the  boiler  inspection 
department  of  the  district  police  shall  have  authority,  in  the  pur- 
suance of  their  duty,  to  enter  any  premises  having  thereon  hoisting 
machinery,  as  specified  in  section  one  of  this  act;  and  any  person 
who  hinders  or  prevents,  or  attempts  to  prevent,  any  state  boiler 
inspector  from  so  entering,  shall  be  liable  to  the  penalty  specified 
in  this  section. 

Section  7.  This  act  shall  take  effect  on  the  first  day  of  Septem- 
ber in  the  year  nineteen  hundred  and  eleven.  [Approved  July  11, 
1911. 

Chapter  675. 

An  Act  to  provide  pensions  for  the  district  police  op  the 

commonwealth. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  Any  member  of  the  district  police  who,  in  the  judg- 
ment of  the  governor,  is  disabled  for  useful  service  in  that  depart- 
ment, and  who  is  certified  by  a  physician,  designated  by  the  gov- 
ernor, to  be  permanently  incapacitated  either  physically  or  mentally, 
by  injuries  sustained  through  no  fault  of  his  own,  in  the  actual 
performance  of  his  duty,  for  the  further  performance  of  his  duty 
in  the  department,  and  any  member  of  the  said  department  who  has 
performed  faithful  service  for  the  commonwealth  for  not  less  than 
twenty  years,  and  is,  in  the  judgment  of  the  governor,  incapacitated 
for  further  service  as  a  member  of  the  said  department,  shall,  if  he 
so  requests,  be  retired,  and  shall  annually  receive  a  pension  equal 
to  one  half  of  the  compensation  received  by  him  at  the  time  of  his 
retirement. 

Section  2.  The  governor  is  hereby  authorized,  in  case  of  emer- 
gency, to  call  upon  any  person  pensioned  under  this  act  for  such 
temporary  service  as  a  district  police  officer,  as  he  may  be  fitted 
to  perform. 

Section  3.  Pensions  and  annuities  granted  under  this  act,  and 
all  expenses  connected  therewith,  shall  be  paid  out  of  the  treasury 
of  the  commonwealth. 

Section  4.    This  act  shall  take  effect  upon  its  passage. 

{This  hill,  returned  hy  the  governor  to  the  house  of  representa- 
tives, the  branch  in  which  it  originated,  with  his  objections  thereto, 
was  passed  by  the  house  of  representatives  July  12,  and,  in  concur- 
rence, by  the  senate  July  14,  the  objections  of  the  governor  notwith- 
standing, in  the  manner  prescribed  by  the  Constitution;  and  thereby 
has  the  "force  of  a  law.") 
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Chapter  727. 

An  Act  to  regulate  the  business  op  making  small  loans. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  There  is  hereby  established  the  office  of  supervisor 
of  loan  agencies.  The  term  of  the  oflEiee  shall  be  for  three  years, 
and  the  supervisor  shall  be  appointed  by  the  governor,  with  the 
advice  and  consent  of  the  council.  His  salary  shall  be  twenty-five 
hundred  dollars  a  year.  He  shall  be  furnished  with  an  office  in  the 
state  house,  or  elsewhere,  and  shall  be  allowed  such  sums  for  neces- 
sary expenses  and  for  clerical  assistance  as  may  be  approved  by 
the  governor  and  council.  He  shall  annually  on  or  before  the  first 
Wednesday  of  January  transmit  to  the  secretary  of  the  common- 
wealth a  report  to  the  general  court  of  his  doings,  with  such  recom- 
mendations and  suggestions  as  he  may  deem  necessary. 

Section  2.  It  shall  be  the  duty  of  the  district  police  and  of  the 
police  of  the  cities  and  towns  of  the  commonwealth  to  carry  out  the 
directions  of  the  supervisor  in  enforcing  the  provisions  of  this  act, 
and  of  any  regulations  made  hereunder  by  him. 

Section  3.  No  person,  partnership,  corporation,  or  association 
shall  directly  or  indirectly  engage  in  the  business  of  making  loans 
of  three  hundred  dollars  or  less,  if  the  amount  to  be  paid  on  any 
such  loan,  for  interest  and  expenses,  exceeds  in  the  aggregate  an 
amount  equivalent  to  twelve  per  cent  per  annum  upon  the  sum 
loaned,  without  first  obtaining  from  the  supervisor  of  loan  agencies 
a  license  to  carry  on  the  said  business  in  the  city  or  town  in  which 
the  business  is  to  be  transacted. 

Section  4.  The  supervisor  shall,  from  time  to  time,  establish 
regulations  respecting  the  granting  of  licenses  and  the  business 
carried  on  by  the  licensees,  and  by  loan  companies  and  associations 
established  by  special  charter.  He  shall  either  personally,  or  by 
such  assistants  as  he  may  designate,  at  least  once  a  year,  and 
oftener  if  he  deems  it  necessary,  investigate  the  affairs  of  such 
licensees,  companies  and  associations  and  for  that  purpose  shall 
have  free  access  to  the  vaults,  books  and  papers  thereof,  and  shall 
ascertain  the  condition  of  the  business,  and  whether  it  has  been 
transacted  in  compliance  with  the  provisions  of  law  and  the  regula- 
tions made  hereunder.  The  supervisor  may,  if  he  deems  it  expe- 
dient, cause  an  examination  of  the  said  books  and  business  to  be 
made  by  an  accountant  whom  he  may  select,  and  the  cost  of  any 
such  examination  shall  be  paid  by  the  person,  corporation  or  asso- 
ciation whose  books  are  so  examined. 

Section  5.  All  persons,  corporations  and  associations  under  his 
supervision  shall  annually,  on  the  first  day  of  November,  make  a 
return  to  the  supervisor  in  the  form  of  a  trial  balance  of  their 
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books  at  the  close  of  business  on  the  thirtieth  day  of  September 
preceding,  and  shall  specify  the  different  kinds  of  liabilities  and 
the  different  kinds  of  assets,  together  with  such  other  information  as 
may  be  called  for  by  the  supervisor  in  accordance  with  a  blank 
form  to  be  furnished  by  him.  A  copy  of  such  returns,  or  so  much 
thereof  as  the  supervisor  may  deem  necessary,  shall  be  forwarded 
with  his  annual  report  to  the  general  court. 

Section  6.  The  supervisor  may  summon  said  licensees,  com- 
panies or  associations,  or  any  of  their  agents  or  employees,  and  such 
other  witnesses  as  he  deems  necessary,  and  examine  them  relative  to 
their  transactions  and  to  the  condition  of  their  business,  and  for 
that  purpose  may  administer  oaths.  Whoever,  without  justifiable 
cause,  refuses  to  appear  and  testify  when  so  required,  or  obstructs 
the  supervisor  or  his  representatives  in  the  performance  of  their 
duties,  shall  be  punished  by  a  fine  of  not  more  than  five  hundred 
dollars,  or  by  imprisonment  for  not  more  than  six  months,  or  by 
both  such  fine  and  imprisonment. 

Section  7.  The  supervisor  shall  establish  the  rate  of  interest  to 
be  collected,  and  in  fixing  said  rate  shall  have  due  regard  to  the 
amount  of  the  loan  and  the  nature  of  the  security  and  the  time  for 
which  the  loan  is  made;  but  the  rate  shall,  in  no  case,  exceed  three 
per  cent  a  month;  and  no  licensee  or  company  or  association  to 
which  this  act  applies,  shall  charge  or  receive  upon  any  loan  a 
greater  rate  of  interest  than  that  fixed  by  the  supervisor. 

Section  8.  Licenses  granted  by  the  supervisor  shall  be  for  a 
period  of  one  year  from  the  first  day  of  October;  provided,  however, 
that  licenses  granted  between  August  first  and  September  thirtieth 
of  the  current  year  shall  expire  on  the  thirtieth  day  of  September, 
nineteen  hundred  and  twelve.  Each  license  shall  plainly  state  the 
name  of  the  licensee,  and  the  city  or  town,  with  the  name  of  the 
street,  and  the  number,  if  there  be  any,  of  the  place  in  which  the 
business  is  to  be  carried  on,  and  shall  be  posted  in  a  conspicuous 
place  in  the  office  where  the  business  is  transacted. 

Section  9.  The  fee  for  all  licenses  granted  under  this  act  shall 
be  not  less  than  one  hundred  dollars.  If  the  licensee  desires  to 
carry  on  business  at  more  than  one  place  he  shall  procure  a  license 
for  each  place  where  the  business  is  to  be  conducted. 

Section  10.  Any  person,  partnership,  corporation  or  association 
violating  any  provision  of  this  act  or  any  regulation  made  hereunder 
shall  be  subject  to  a  fine  of  not  more  than  five  hundred  dollars,  and 
the  license  may  be  suspended  or  revoked  by  the  supervisor.  Any 
loan  upon  which  a  greater  rate  of  interest  or  expense  is  charged 
or  received,  than  is  allowed  by  this  act  and  the  regulations  made 
hereunder,  may  be  declared  void  by  the  supreme  judicial  court  or 
the  superior  court  in  equity  upon  petition  by  the  person  to  whom  the 
loan  was  made. 
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Section  11.  A  license  hereunder  shall  not  be  granted  until  the 
applicant  has  filed  with  the  supervisor  of  loan  agencies  a  statement 
under  oath,  which  in  the  case  of  a  corporation  or  association  may  be 
made  by  the  president  or  agent  thereof  in  charge  of  the  business, 
stating  the  place  in  the  city  or  town  where  the  business  is  to  be  car- 
ried on,  the  name  and  the  private  and  business  address  of  the  appli- 
cant, and,  in  the  case  of  a  corporation,  the  state  under  the  laws  of 
which  it  is  organized,  and  the  name  and  private  address  of  the  clerk 
or  secretary  and  of  the  agent  or  other  officer  having  charge  of  its 
proposed  business,  nor  until  the  applicant,  unless  excused  by  the 
supervisor  of  loan  agencies,  files  with  said  supervisor  a  power  of 
attorney,  appointing  a  person,  satisfactory  to  the  supervisor,  to 
be  his  or  its  attorney,  upon  whom  all  lawful  process  may  be  served, 
in  any  action  or  proceeding  arising  under  the  provisions  of  this  act, 
with  the  same  effect  as  if  served  upon  the  licensee.  If  any  change 
occurs  in  the  name  or  address  of  a  licensee  or  of  the  clerk,  secretary 
or  agent  aforesaid  of  any  licensed  corporation,  or  in  the  place 
where  the  licensed  business  is  carried  on,  or  in  the  membership  of 
any  partnership  licensed  hereunder,  a  true  and  full  statement  of 
such  change,  sworn  to  in  the  manner  required  above  in  the  case  of 
the  original  statement,  shall  forthwith  be  filed  with  the  supervisor 
of  loan  agencies,  who  may  at  any  time,  after  a  hearing,  revoke  the 
license. 

Section  12.  No  license  shall  •  be  issued  hereunder  until  the 
licensee  gives  to  the  treasurer  or  receiver  general  of  the  common- 
wealth a  bond  in  the  penal  sum  of  five  thousand  dollars,  executed 
by  the  licensee  and  by  a  surety  company  approved  by  the  super- 
visor, conditioned  upon  the  faithful  performance  by  the  licensee  of 
the  duties  and  obligations  pertaining  to  the  business  so  licensed,  and 
the  prompt  payment  of  any  judgment  recovered  against  him  or  for 
which  any  one  of  the  licensees  may  be  liable  under  the  provisions 
of  this  act,  but  no  suit  at  law  or  in  equity  shall  be  begun  against 
the  sureties  on  such  a  bond  within  thirty  days  after  judgment 
against  the  licensee.  If  any  case  a  law  or  in  equity  against  the 
licensee  under  the  provisions  of  this  act  it  appears  that  the  plain- 
tiff is  entitled  to  judgment  or  decree,  except  for  proceedings  in 
bankruptcy  or  insolvency,  or  the  discharge  therein  of  the  licensee, 
the  court  may  at  any  time,  on  motion,  enter  a  special  judgment  or 
decree  for  the  plaintiff  for  the  amount  of  his  debt,  damages  and 
costs,  or  for  such  other  relief  as  he  may  be  entitled  to;  and  the  said 
bond  shall  be  conditioned  upon  the  payment  of  any  such  special 
judgment  and  upon  compliance  with  any  such  decree.  Whoever 
is  aggrieved  by  a  breach  of  the  condition  of  such  a  bond  may  sue 
thereon  at  his  own  expense  and  in  his  own  behalf,  but  in  the  name 
of  the  obligee;  and  if  judgment  shall  be  entered  for  the  defendant 
for  costs,  execution  therefor  shall  issue  against  the  person  for  whose 
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benefit  the  suit  is  brought,  as  if  he  were  the  plaintiff  of  record,  but 
not  against  the  obligee.  In  such  a  suit  like  proceedings  shall  be 
had  as  in  a  suit  by  a  creditor  on  an  administration  bond.  The 
supervisor  may,  at  any  time,  require  the  licensee  to  file  an  addi- 
tional bond  of  like  nature  and  with  like  effect,  and  to  give  full 
information  as  to  all  judgments  recovered  or  suits  pending,  on  his 
bond.  Upon  failure  to  file  any  bond  so  required,  the  license  shall 
be  revoked. 

Section  13.  If  a  greater  rate  of  interest  or  amount  for  expenses 
than  is  allowed  under  the  provisions  of  this  act  has  been  paid  on 
any  loan  to  which  this  act  applies,  the  person  who  paid  it,  by  an 
action  of  contract,  or  suit  in  equity,  recover  back  the  amount  of  the 
unlawful  interest  or  expenses,  with  twice  the  legal  costs  and  no 
more,  if  such  action  or  suit  is  brought  within  two  years  after  the 
time  of  payment. 

Section  14.  -If  a  loan  to  which  the  provisions  of  this  act  apply 
is  secured  by  a  mortgage  or  pledge  of  personal  property,  or  by  an 
assignment  of  wages,  the  mortgage  shall  be  discharged,  the  pledge 
restored  or  the  assignment  released,  upon  payment  or  tender  of  the 
amount  legally  due  under  the  provisions  of  this  act;  and  such  pay- 
ment or  tender  may  be  made  by  the  debtor,  by  any  person  duly 
authorized  by  him,  or  by  any  person  having  an  interest  in  the 
property  mortgaged  or  pledged,  or  in  the  wages  assigned.  Whoever 
refuses  or  neglects  upon  request  to  discharge  a  mortgage,  release 
an  assignment  or  restore  a  pledge  to  the  party  entitled  to  receive 
the  same,  after  payment  of  the  debt  secured  thereby  or  the  tender 
of  the  amount  due  thereon  as  aforesaid,  shall  be  liable  in  an  action 
of  tort  to  the  borrower  for  all  damages  thereby  sustained  by  him. 

Section  15.  A  mortgage  or  pledge  of  personal  property  or  an 
assignment  of  or  order  for,  wages  or  salary  to  which  the  provisions 
of  this  act  apply,  shall  not  be  valid  unless  it  states  with  substantial 
accuracy  the  actual  amount  of  the  loan,  the  time  for  which  the  loan 
is  made,  the  rate  of  interest  to  be  paid,  and  the  expense  of  making 
and  securing  the  loan,  if  any;  nor  unless  it  contains  a  provision 
that  the  debtor  shall  be  notified,  in  the  manner  provided  in  section 
five  of  chapter  one  hundred  and  ninety-eight  of  the  Revised  Laws, 
of  the  time  and  place  of  any  sale  to  be  made  in  foreclosure  pro- 
ceedings at  least  seven  days  before  such  sale.  A  notice  of  intention 
to  foreclose  under  the  provisions  of  section  five  or  section  eight  of 
chapter  one  hundred  and  ninety-eight  of  the  Revised  Laws  shall  not 
be  valid  in  such  a  case  unless  it  expressly  states  where  such  notice 
is  to  be  recorded,  and  that  the  right  of  redemption  will  be  foreclosed 
sixty  days  after  such  recording.  At  any  time  after  twenty  days 
from  the  date  of  any  such  mortgage,  if  the  same  has  not  been  re- 
corded, the  holder  thereof  shall  forthwith  on  demand  and  payment 
or  tender  of  one  dollar  give  to  the  mortgagor  or  any  person  inter- 
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ested  in  the  mortgaged  property,  a  copy  of  the  mortgage,  and  of  the 
note  or  other  obligation  secured  thereby,  which  such  holder  or  holders 
shall  certify  to  be  a  true  copy  thereof. 

Section  16.  If  a  payment  is  made  on  account  of  a  loan  to  which 
the  provisions  of  this  act  apply,  the  person  who  receives  the  pay- 
ment, or  his  principal,  shall,  when  the  payment  is  taken,  give  to  the 
person  paying  a  receipt  setting  forth  the  amount  then  paid  and  the 
amount  previously  paid,  and  identifying  the  loan,  note,  mortgage 
or  assignment  to  which  it  is  to  be  applied. 

Section  17.  Whoever  not  being  duly  licensed  as  provided  in  this 
act,  on  his  own  account  or  on  account  of  any  other  person,  partner- 
ship, corporation  or  association  not  so  licensed,  engages  in  or  carries 
on,  directly  or  indirectly,  either  separately  or  in  connection  with  or 
as  a  part  of  any  other  business,  the  business  of  making  loans  to 
which  the  provisions  of  this  act  apply,  shall  be  punished  by  a  fine 
of  not  more  than  five  hundred  dollars,  or  by  imprisonment  for  not 
more  than  sixty  days,  or  by  both  such  fine  and  imprisonment. 

Section  18.  The  provisions  of  this  act  shall  not  affect  so  much 
of  section  three  of  chapter  seventy-three  of  the  Revised  Laws  as 
provides  that,  if  there  is  no  agreement  for  a  different  rate,  the  inter- 
est on  money  shall  be  at  the  rate  of  six  dollars  upon  each  one  hun- 
dred dollars  for  a  year. 

Section  19.  Loan  companies,  and  loan  associations  established 
by  special  charter  are  hereby  placed  under  the  supervision  of  the 
supervisor  of  loan  agencies,  but  shall  be  exempt  from  procuring  a 
license;  and  all  parts  of  any  such  charter  inconsistent  herewith  are 
hereby  repealed. 

Section  20.  Upon  the  passage  of  this  act  the  supervisor  of  loan 
agencies  shall  exercise  all  the  powers  in  respect  to  the  licensing  and 
control  of  persons  engaged  in  the  business  to  which  this  act  applies 
now  conferred  by  statute  upon  the  bank  commissioner,  the  police 
commissioner  of  the  city  of  Boston,  the  mayor  and  aldermen  or  cor- 
responding body  in  other  cities,  and  the  selectmen  in  towns.  All 
licenses  granted  by  the  police  commissioner  of  the  city  of  Boston, 
by  the  mayor  and  aldermen  or  corresponding  body  in  other  cities, 
by  the  selectmen  in  towns,  for  the  conduct  of  the  business  to  which 
this  act  applies  shall  terminate  on  the  first  day  of  August,  nineteen 
hundred  and  eleven;  but  the  supervisor  of  loan  agencies,  upon  the 
payment  of  a  fee  of  one  hundred  dollars,  shall  issue  to  the  holders 
of  licenses  so  terminated  a  license  to  continue  the  business. 

Section  21.  Section  forty-one  of  chapter  one  hundred  and  two 
of  the  Revised  Laws  is  hereby  amended  by  inserting  after  the  word 
"  regulations  in  the  second  line,  the  words :  —  to  the  satisfaction 
of  the  supervisor  of  loan  agencies,  —  so  as  to  read  as  follows :  — 
Section  41.  The  board  which  grants  licenses  to  pawnbrokers  shall 
from  time  to  time  establish  regulations  to  the  satisfaction  of  the 
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supervisor  of  loan  agencies,  relative  to  the  business  carried  on  and 
the  rate  of  interest  to  be  charged  by  them;  and  a  pawnbroker  shall 
not  charge  or  receive  upon  any  loan  a  greater  rate  of  interest  than 
that  fixed  by  the  licensing  board. 

Section  22.  No  assignment  of  or  order  for  wages  or  salary  to  be 
earned  in  the  future  to  secure  a  loan  of  less  than  three  hundred 
dollars  shall  be  valid  against  an  employer  of  the  person  making  such 
assignment  or  order  until  the  assignment  or  order  is  accepted  in 
writing  by  the  employer,  nor  until  the  assignment  or  order  and  the 
acceptance  of  the  same  have  been  filed  and  recorded  with  the  clerk 
of  the  city  or  town  where  the  person  making  the  assignment  or  order 
resides,  if  he  is  a  resident  of  the  commonwealth,  or  in  which  he  is 
employed  if  he  is  not  a  resident  of  the  commonwealth.  No  such 
assignment  or  order  shall  be  recorded  by  the  clerk  of  a  city  or  town 
unless  it  states  on  its  face  that  the  sum  of  ten  dollars  per  week, 
as  earned,  of  the  wages  or  salary  so  assigned  is  exempt  from  such 
assignment  or  order.  No  such  assignment  or  order  shall  be  valid 
when  made  by  a  married  man  unless  the  written  consent  of  his  wife 
to  the  making  thereof  is  attached  thereto.  No  such  assignment  or 
order  shall  be  valid  for  a  period  exceeding  one  year  from  the  making 
thereof. 

Section  23.  All  parts  of  the  charters  of  the  Collateral  Loan 
Company,  Workingmen's  Loan  Association,  Worcester  Collateral 
Loan  Association  and  Chattel  Loan  Company  inconsistent  herewith 
are  hereby  repealed. 

Section  24.  Section  sixty  of  chapter  one  hundred  and  two  of 
the  Revised  Laws  is  hereby  repealed,  the  repeal  to  take  effect  upon 
the  thirty-first  day  of  December,  nineteen  hundred  and  eleven. 
Sections  fifty-seven,  fifty-eight,  fifty-nine,  sixty-one,  sixty-two,  sixty- 
three,  sixty-four,  sixty-five,  sixty-six,  sixty-seven  and  sixty-eight  of 
chapter  one  hundred  and  two  of  the  Revised  Laws,  and  chapter  six 
hundred  and  five  of  the  acts  of  the  year  nineteen  hundred  and  eight, 
as  amended  by  chapter  three  hundred  and  seventeen  of  the  acts  of 
the  year  nineteen  hundred  and  nine,  are  hereby  repealed. 

Section  25.  Except  as  is  otherwise  provided  herein  this  act  shall 
take  effect  upon  its  passage;  and  all  acts  or  parts  of  acts  inconsist- 
ent herewith  are  hereby  repealed.    [Approved  July  19,  1911. 

Chapter  51. 

Resolve  in  favor  of  belle  c.  davis. 
Resolved,  That  a  leave  of  absence  with  pay,  from  the  first  day  of 
January  to  the  thirtieth  day  of  June  in  the  year  nineteen  hundred 
and  eleven,  be  granted  to  Belle  C.  Davis,  a  clerk  in  the  boiler  in- 
spection department  of  the  district  police,  on  account  of  sickness 
and  in  consideration  of  the  length  of  her  employment  in  the  service 
of  the  commonwealth.    [Approved  April  14,  1911. 


DETECTIVE  DEPARTMENT. 


GEORGE  C.  NEAL,  Deputy  Chief. 
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DETECTIVE  AND  FIRE  INSPECTION 
DEPARTMENT. 


GEORGE  C.  NEAL,  Deputy  Chief. 


Both  branches  of  this  department  are  made  up  of  men  with 
long  experience  and  training  in  the  special  line  of  their  in- 
spection duties.  A  greater  portion  of  the  work  of  the  detec- 
tives is  of  such  a  character  that  very  little  in  the  way  of 
statistics  can  be  furnished  in  this  report.  They  perform 
many  of  their  duties  under  the  direction  of  the  several  dis- 
trict attorneys  of  the  Commonwealth,  considerable  of  their 
time  being  spent  in  making  investigations  prior  to  arrests 
and  the  collection,  and  separation  of  testimony  for  purposes 
of  trial.  Much  of  the  work  performed  by  these  officers  is  of 
a  confidential  character,  knovm  only  in  its  particulars  to  the 
district  attorneys.  They  are  men  of  wide  experience  in  the 
detection  of  crime,  and  must  be  ready  at  all  times  to  cope  with 
every  class  of  criminal. 

The  duty  of  the  fire  inspectors  is  to  investigate  all  fires 
occurring  in  the  Commonwealth  outside  the  city  of  Boston 
which  are  suspicious  in  their  nature,  and  to  investigate  every 
fire  occurring  in  the  city  of  Boston ;  in  addition  they  gather 
all  statistics  relative  to  such  fires  for  compilation. 

Acts  of  1909,  chapter  245,  section  1,  provides  as  follows : — 

It  shall  be  unlawful  to  use  a  boat  propelled,  in  whole  or  in  part, 
by  gas,  gasoline  or  naphtha,  unless  the  same  is  provided  with  an 
under-water  exhaust  or  a  muffler,  so  constructed  and  used  as  to 
muffle  in  a  reasonable  manner  the  noise  of  the  explosion. 

Since  the  enactment  of  this  statute  application  has  been 
made,  from  time  to  time,  to  this  department  requesting  that 
officers  be  detailed  to  enforce  its  provisions,  the  applicants 
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claiming  that  the  local  authorities  either  cannot  or  will  not 
do  so.  Such  applicants  have,  however,  been  advised  that  the 
statute  does  not  provide  for  this  department  to  enforce  its 
provisions,  and  that  it  is  therefore  the  duty  of  the  local  au- 
thorities. 

If  it  should  be  provided  that  the  district  police  shall  enforce 
such  provisions,  it  will  be  necessary  to  provide  for  a  boat  for 
four  months  during  the  summer  and  two  additional  officers 
for  a  like  period. 

Reports  of  Officers. 
Capt.  Wm.  H.  Proctor,  in  Command  of  Steamer  "  Lexington." 

I  have  been  in  command  of  the  steamer  "  Lexington  "  during  the 
past  year.  The  said  steamer  has  been  in  active  service  from  April 
15  to  October  15.  Menhaden  have  been  plentiful  in  Buzzards  Bay, 
and  large  numbers  of  bluefish  have  been  taken  with  hook  and  line. 

There  has  been  a  floating  menhaden  factory  located  in  Vineyard 
Sound  within  a  mile  of  the  bay,  and  menhaden  steamers  have  been 
cruising  in  waters  where  seining  is  prohibited,  but  so  far  as  I  can 
learn  there  has  not  been  any  violation  of  the  seining  laws. 

I  prosecuted  Christus  Tsapas  for  murder  and  he  was  sent  to  the 
State  Prison  for  life.  I  also  assisted  in  the  case  of  Chester  M. 
Goodwin,  who  was  convicted  of  manslaughter  and  sent  to  the  Essex 
County  House  of  Correction  for  two  years. 

I  have  assisted  New  York  officers  by  preparing  papers  for  the 
Italian  Consul  in  the  Anastasi  murder  case  which  is  pending  in 
Italy. 

I  was  absent  from  December  6  to  February  16  on  a  trip  to  Asia 
Minor  to  get  a  witness  to  testify  in  the  Nalbandian  murder  case. 

I  have  recovered  three  lost  boats  during  the  summer  and  returned 
them  to  their  owners. 


Number  of  arrests,  24 

Number  of  prosecutions,     .       .       .       .       .  .24 

Number  of  cases  investigated  (other  than  fires),  .  26 
Amount  of  fines  and  costs  imposed,  ....  $80 


Officer  Ernest  S.  Bradford. Barnstable  County. 

Number  of  arrests,    ......  44 

Number  of  arrests  in  which  I  assisted,     .       .  10 

Number  of  arrests  caused  to  be  made,     .       .  76 
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Number  of  prosecutions,   148 

Number  of  cases  investigated  (other  than  fires),  158 

Number  of  fires  investigated,     ....  15 

Amount  of  fines  and  costs  imjDosed,  .       .       .  $1,268  43 

Value  of  stolen  property  recovered,  .       .       .  $1,442  07 

Among  the  more  important  cases  investigated  were  the  follow- 
ing:— 

Malagutti  Lodivoks;  crime,  assault  to  kill.  Found  guilty;  sen- 
tenced to  the  Barnstable  House  of  Correction. 

Bertha  F.  Bobbins;  crime,  bigamy.  Found  guilty;  sentenced  to 
the  Barnstable  House  of  Correction. 

Charles  Clark;  crime,  statutory  rape.  Found  guilty;  sentenced 
to  the  Barnstable  House  of  Correction. 

John  Green;  crime,  larceny.  Found  guiltj^;  sentenced  to  the 
Barnstable  House  of  Correction. 

Martin  Kwusis;  crime,  breaking  and  entering  and  larceny.  Found 
guilty;  sentenced  to  the  Barnstable  House  of  Correction. 

Alton  W.  Wright;  crime,  assault  to  rape.  Found  guilty,  and  was 
sentenced  to  the  Barnstable  House  of  Correction. 

Henry  Ford;  crime,  larceny  of  team.  Found  gniilty,  and  was 
sentenced  to  the  Barnstable  House  of  Correction. 

Antone  StGomes;  crime,  statutory  rape.  Found  g'uiltj'^,  and  was 
sentenced  to  the  State  Prison. 

Harry  F.  Smith;  crime,  larceny.  Found  guilty,  and  was  sentenced 
to  the  Barnstable  House  of  Correction. 


Officer  Alfred  B.  Hodges. 
Number  of  arrests,  .... 
Number  of  arrests  in  which  I  assisted. 
Number  of  arrests  caused  to  be  made. 
Number  of  prosecutions. 
Number  of  eases  investigated  (other  than 
Number  of  fires  investigated. 
Amount  of  fines  and  costs  imposed,  . 
Value  of  stolen  property  recovered,  . 
Value  of  gaming  implements  forfeited, 


Bristol  County. 

15 
6 
3 
14 

fires),  46 
3 

$380 
$283 
$1,000 


Among  the  more  important  cases  investigated  were  the  follow 


Harold  Tron;  crime,  assault  to  kill.  Found  guilty,  and  was  sen- 
tenced to  the  Massachusetts  Reformatory. 


1912.] 


PUBLIC  DOCUMENT  —  No.  32. 


59 


Clarence  Spink,  crime,  keeping  a  gambling  nuisance.  Found 
guilty,  and  was  fined  $100. 

Frank  A.  Flynn;  crime,  illegal  transportation  of  liquors.  Found 
guilty,  and  was  fined  $100. 

Frank  A.  Eddy;  crime,  breaking  and  entering  and  larceny.  Found 
guilty,  and  was  sentenced  to  one  year  in  the  House  of  Correction. 

J ohn  B.  Benson ;  crime,  breaking  and  entering  and  larceny.  Found 
guilty,  and  was  sentenced  to  the  House  of  Correction  for  eight 
months. 


Officer  Thomas  A.  Dexter.  —  Dukes  and  Nantucket  Counties. 


Number  of  arrests,   9 

Number  of  arrests  in  which  I  assisted,       .       .  2 

Number  of  arrests  caused  to  be  made,       .       .  2 

Number  of  prosecutions,   10 

Number  of  cases  investigated  (other  than  fires),  65 

Number  of  fires  investigated,     ....  10 

Amount  of  fines  and  costs  imposed,    .       .       .  $51  52 

Value  of  stolen  property  recovered,  .       .       .  $113  00 


Outside  of  my  regular  criminal  work  I  have,  in  conjunction  with 
Capt.  Wm.  H.  Proctor,  enforced  the  law  in  regard  to  the  seining 
of  fish  in  the  waters  of  Oak  Bluffs  and  Edgartown,  where  the  same 
is  prohibited.  Bluefish  in  these  waters  have  increased  in  large  num- 
bers this  year  after  an  absence  of  several  years. 

Among  the  more  important  cases  investigated  were  the  follow- 
ing:— 

Leroy  Norton;  crime,  larceny.  Found  guilty,  and  sentenced  to  the 
House  of  Correction. 

William  Salvador;  crime,  larceny.    Found  guilty,  and  was  fined. 

William  B.  Pease;  crime,  larceny.  Found  guilty;  case  placed  on 
file  on  payment  of  costs. 

Joe  Rowe;  juvenile  offender,  crime,  larceny.  Found  guilty,  and 
case  placed  on  probation  on  the  recommendation  of  the  agent  of 
the  State  Board  of  Charity. 

Russel  Norton;  juvenile  offender,  crime,  larceny.  Found  guilty; 
case  placed  on  probation  on  recommendation  of  agent  of  the  State 
Board  of  Charity. 

Joseph  S.  Rose;  crime,  larceny.  Found  guilty,  and  placed  on 
probation. 

Charles  Archzander;  crime,  larceny.  Found  guilty;  sentenced  to 
the  House  of  Correction. 

Elmer  E.  Handy;  crime,  assault  and  battery.  Found  guilty,  and 
was  fined. 
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Everett  C.  Stetson;  crime,  larceny.  Case  not  heard  on  account  of 
civil  suit  pending. 

The  cases  of  C.  H.  Watson,  William  Murphy,  Frank  W.  Walker, 
and  James  Bias,  all  charged  with  larceny,  are  still  pending. 


Officer  Arthur  G.  Wells.  —  Essex  County. 


Number  of  arrests,   6 

Number  of  arrests  in  which  I  assisted,       .       .  2 

Number  of  prosecutions,   2 

Number  of  cases  investigated  (other  than  fires),  42 

Number  of  fires  investigated,     ....  114 

Amount  of  fines  and  costs  imposed,       .       .  $1,130 

Value  of  stolen  property  recovered,    .       .       .  $75 


Among  the  most  important  cases  investigated  were  those  of  Ches- 
ter M.  Goodwin  for  manslaughter  at  Danvers.  Goodwin  pleaded 
guilty  and  was  sentenced  to  two  years  in  the  House  of  Correction. 

The  other  case  was  that  of  Antonio  Giannette  for  murder  at 
Saugus;  he  was  held  without  bail,  pending  the  action  of  the  grand 
jury. 


Officer  «Tames  McKay.  —  Franklin  and  Hampshire  Counties. 


Number  of  arrests,   32 

Number  of  arrests  in  which  I  assisted,      .       .  18 

Number  of  arrests  caused  to  be  made,       .       .  14 

Number  of  prosecutions,   32 

Number  of  cases  investigated  (other  than  fires),  96 

Number  of  fires  investigated,     ....  4 


Amount  of  fines  and  costs  imposed,  .  .  .  $50  00 
Value  of  stolen  property  recovered,   .       .       .     $124  76 

Among  the  more  important  cases  investigated  are  the  fol- 
lowing :  — 

Felix  Janonis;  crime,  murder.  Found  guilty,  and  sentenced  to 
life  imprisonment, 

Silas  N.  Phelps  ;  crime,  murder.  Found  guilty;  sentenced  to  be 
electrocuted. 

Frank  Bakutis;  crime,  perjury.  Found  guilty,  and  was  sentenced 
to  two  and  one-half  years  in  the  House  of  Correction. 

George  Wesson;  crime,  larceny.  Found  guilty;  sentenced  to  four 
to  five  years  in  the  State  Prison. 

Everett  McElroy;  crime,  larceny  in  a  building.   Found  guilty  and 
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was  sentenced  to  four  and  one-half  to  five  years  in  the  State 
Prison. 

George  H.  McMahon;  crime,  breaking  and  entering  and  larceny. 
Found  guilty  and  was  sentenced  to  three  to  five  years  in  State 
Prison. 

John  Gayda;  crime,  breaking  and  entering  and  larceny.  Found 
guilty  and  was  sentenced  to  the  Massachusetts  Reformatory. 

Frank  Maley;  crime,  larceny.  Found  guilty  and  was  sentenced 
to  the  Massachusetts  Reformatory. 

Robert  E.  Landers;  crime,  larceny.  Found  guilty  and  was  sen- 
tenced to  sixteen  months  in  the  House  of  Correction. 

Florrie  M.  Lawless;  crime,  breaking  and  entering  and  larceny. 
Found  guilty  and  was  sentenced  to  the  Massachusetts  Reformatory. 

Albert  J ohnson ;  crime  breaking  and  entering  and  larceny.  Found 
guilty  and  was  sentenced  to  eighteen  months  in  the  House  of  Cor- 
rection. 

J.  Walter  Stone;  crime,  breaking  and  entering  and  larceny. 
Found  guilty  and  was  sentenced  to  the  House  of  Correction  for  one 
year. 

Fred  N.  Myrick;  crime,  breaking  and  entering  and  larceny. 
Found  guilty  and  was  sentenced  to  the  House  of  CoiTcction  for 
eighteen  months. 

Fred  H.  Drowne;  crime,  highway  robbery.  Held  for  the  grand 
jury. 

I  also  assisted  Officer  Bligh  on  the  Arena,  Alesandro  and  Umanski 
murder  eases. 


Officer  Thomas  E.  Bligh.  —  Berkshire  and  Hampden  Counties. 


Number  of  arrests,      ......  18 

Number  of  arrests  in  which  I  assisted,       .       .  6 

Number  of  arrests  caused  to  be  made,       .       .  10 

Number  of  prosecutions,   16 

Number  of  cases  investigated  (other  than  fires),  103 

Number  of  fires  investigated,     ....  21 

Amount  of  fines  and  costs  imposed,    .       .       .  $375  00 

Value  of  stolen  property  recovered,       .       .  $774  30 


Among  the  more  important  cases  investigated  were  the  fol- 
lowing :  — 

Charles  Alesandro;  crime,  murder.    Case  pending. 

Alfred  F.  Chabot;  crime,  attempt  to  bum  a  building.  Defaulted 
his  bail  and  has  not  been  rearrested. 

Clifford  Bellinger;  crime,  breaking  and  entering  and  larceny. 
Defaulted  his  bail  and  has  not  been  rearrested. 
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James  Bradley;  crime,  breaking  and  entering  freight  ears.  Found 
guilty,  and  was  sentenced  to  one  year  in  the  House  of  Correction. 

Rosario  Carrello;  crime,  horse  stealing.  Found  guilty,  and  was 
sentenced  to  the  Massachusetts  Reformatory. 

On  Sept.  27,  1911,  a  woman  by  the  name  of  Rose  Umansky,  liv- 
ing in  a  lonely  home  at  West  Granville,  was  robbed  and  murdered  by 
two  men,  one  of  whom,  Stefan  Borasky,  has  been  apprehended  and 
his  case  is  now  pending, 

I  also  rendered  assistance  to  the  district  attorney  in  the  murder 
case  of  Edwin  F.  Cook  for  the  murder  of  Herbert  E.  White  of  Lud- 
low. He  was  found  guilty  and  sentenced  to  be  electrocuted,  but 
later  had  his  sentence  commuted  to  imprisonment  for  life. 


Officer  Frederick  F.  Flynn.  —  Essex  and  Middlesex  Counties. 


Number  of  arrests,   16 

Number  of  arrests  in  which  I  assisted,  ...  5 

Number  of  arrests  caused  to  be  made,  ...  6 

Number  of  prosecutions,   21 

Number  of  cases  investigated  (other  than  fires),  .  39 

Number  of  fires  investigated,     ....  147 

Number  of  gasoline  storage  locations  inspected,  .  59 
Value  of  stolen  property  recovered,    .       .       .       $94  75 


Among  the  more  important  cases  investigated  were  the  follow- 
ing: — 

With  Officer  Barrett  I  have  spent  several  months  investigating  the 
alleged  larceny  of  sums  of  money  from  the  city  of  Lawrence,  which 
resulted  in  the  grand  jury  returning  the  following  indictments :  — 

Fred  L.  Snow;  crime,  conspiracy  to  defraud,  offering  a  bribe, 
larceny,  and  attempt  to  commit  larceny,  all  of  which  cases  are  pend- 
ing. 

Patrick  Lyons;  crime,  conspiracy  to  defraud,  accepting  a  bribe, 
and  malfeasance  in  office.   Cases  pending. 

Philip  Holland;  crime,  conspiracy  to  defraud,  attempt  to  commit 
larceny.    Cases  pending. 

Michael  J.  Flynn;  crime,  conspiracy  to  defraud.    Case  pending. 

The  following  cases  have  occurred  in  different  parts  of  the  State:  — 

Charles  L.  Corey;  crime,  unnatural  and  lascivious  act.  Found 
guilty,  and  was  sentenced  to  the  State  Prison  for  not  less  than  four 
nor  more  than  five  years. 

Robert  A.  Peterson;  crime,  attempt  to  rape.  Found  guilty,  and 
was  sentenced  to  State  Prison  for  not  less  than  two  and  one-half  nor 
more  than  four  years. 
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Elmer  Parker;  crime,  burning  a  building.  Found  guilty,  and  was 
sentenced  to  the  Massachusetts  Reformatory. 

John  J.  Stockwell;  crime,  burning  a  building.  Found  guilty,  and 
case  was  placed  on  probation. 

Fred  P.  Stanton;  crime,  larceny.  Found  guilty;  sentenced  to  two 
years  in  the  House  of  Correction. 

Velenus  W.  Crowson;  crime,  making  false  returns  to  the  Bank 
Commissioner.  Found  guilty;  sentenced  to  one  year  in  the  House 
of  Correction. 

Joseph  Devarney;  crime,  breaking  and  entering  and  larceny. 
Found  guilty,  and  was  sentenced  to  the  Shirley  Industrial  School. 

Samuel  Bastian ;  crime,  breaking  and  entering  and  larceny.  Found 
guilty,  and  was  sentenced  to  the  Lyman  School. 


Officer  Charles  E.  Byrnes.  —  Middlesex  County. 


Number  of  arrests,  

24 

Number  of  arrests  in  which  I  assisted,  . 

2 

Number  of  arrests  caused  to  be  made,  . 

2 

Number  of  prosecutions,  

22 

Number  of  cases  investigated  (other  than  fires),  . 

78 

Amount  of  fines  and  costs  imposed,  . 

$100 

Among  the  more  important  cases  were  the  following :  — 

George  Gianakos;  crime,  murder.  Found  guilty  of  manslaughter, 
and  was  sentenced  to  the  State  Prison  for  not  more  than  ten  nor 
less  than  seven  years. 

Hattie  LeBlanc;  crime,  murder.    Found  not  guilty. 

Carmello  Ferro;  crime,  murder.  Found  guilty  of  manslaughter, 
and  was  sentenced  to  the  State  Prison  for  not  less  than  four  nor 
more  than  seven  years. 

Peter  Delory;  crime,  murder.  Found  guilty  of  manslaughter,  and 
was  sentenced  to  not  less  than  eighteen  nor  more  than  twenty  years 
in  the  State  Prison. 

James  Mantir;  crime,  murder.  Found  guilty  of  murder  in  the 
second  degree,  and  was  sentenced  to  the  State  Prison  for  life. 

Nicolo  Disperso;  crime,  manslaughter.  Pleaded  guilty,  and  was 
sentenced  to  the  State  Prison  for  not  less  than  seven  nor  more  than 
ten  years. 

Pasquale  DeGeorge;  crime,  manslaughter.  Found  guilty,  and  was 
sentenced  to  the  House  of  Correction  for  one  year  and  fined  $50. 

Dominic  Salerno;  crime,  manslaughter.  Pleaded  guilty,  and  was 
sentenced  to  the  House  of  Correction  for  one  year  and  fined  $50. 

Michael  Pachiouros;  crime,  murder.    Case  pending. 
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Phineas  Feather;  crime,  assault  with  intent  to  murder.  Case 
pending. 

Dr.  Sumner  P.  Smith;  crime,  abortion.  Found  guilty;  sentence 
deferred. 


Officer  John  H.  Scott.  —  Norfolk  and  Plymouth  Counties. 


Number  of  arrests,  

15 

Number  of  arrests  in  which  I  assisted,  . 

4 

Number  of  prosecutions,  

15 

Number  of  cases  investigated  (other  than  fires),  . 

61 

Number  of  fires  investigated,  .... 

10 

Amount  of  fines  and  costs  imposed, .  . 

$275  00 

Value  of  stolen  property  recovered. 

$251  40 

Some  of  the  more  important  cases  investigated  were  as  follows :  — 
Frank  Bruce,  horse  thief;  brought  back  from  Maine.    Case  pend- 
ing. 

Antonio  Gallo;  crime,  assault  with  intent  to  murder.  Acquitted. 
Merton  D.  Drew ;  crime,  assault  to  rape.   Case  pending. 
Royal  W.  Gill;  crime,  manslaughter.    Case  pending. 
Henry  A.  Sharp;  crime,  manslaughter.    Case  pending  for  a  hear- 
ing. 

Peter  Cassetti;  crime,  murder.   Case  pending. 

Maida  Orinski;  crime,  murder.    Case  pending. 

Michael  Colombo;  crime,  manslaughter.  Found  guilty,  and  was 
sentenced  to  not  less  than  four  nor  more  than  six  years  in  the  State 
Prison. 


Officer  Arthur  E.  Keating.  —  Suffolk  County. 


Number  of  arrests,   22 

Number  of  arrests  in  which  I  assisted,  ...  18 

Number  of  prosecutions,   11 

Number  of  cases  investigated  (other  than  fires),  .  70 

Number  of  fires  investigated,  ....  13 
Number  of  inspections  made  for  gasoline  (and 

oil)  storage,   124 

Number  of  inspections  made  for  storage  of  ex- 
plosives,   15 

Amount  of  fines  and  costs  imposed,     .       .       .  $191 


No  cases  of  first  importance  have  been  under  investigation  by  me 
during  the  past  year.  Of  the  cases  investigated  11  were  militia 
cases,  7  insurance  cases,  10  corporation  cases  and  4  inheritance-tax 
cases.    I  have  had  12  fugitives  from  justice  in  my  custody,  9  of 
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whom  have  been  delivered  by  me  to  the  agents  of  the  States  making 
the  requisitions,  and  the  other  3  by  other  officers  of  this  department. 
The  fugitives  alluded  to  have  gone  to  the  following-named  States, 
viz. :  4  to  New  York,  2  to  Colorado  and  1  each  to  California,  Illinois, 
Michigan,  Maryland,  New  Jersey  and  Maine. 


Officer  Peleg  F.  Murray.^  —  Worcester  County. 

Number  of  arrests  in  which  I  assisted,  ...  6 

Number  of  arrests  caused  to  be  made,  ...  2 

Number  of  prosecutions,     .....  3 

Number  of  cases  investigated  (other  than  fires),  .  23 

Number  of  fires  investigated,      ....  3 

Some  of  the  most  important  cases  investigated  with  Officer  Molt 
were  as  follows :  — 

Peter  Manite;  crime,  murder.  Found  guilty  of  murder  in  the 
second  degree,  and  was  sentenced  to  the  State  Prison  for  life. 

George  H.  Stewart;  crime,  manslaughter.  Found  guilty,  and  was 
sentenced  to  six  months  in  the  House  of  Correction. 

John  Keith;  crime,  rape.  Found  guilty,  and  was  sentenced  to  not 
less  than  five  nor  more  than  ten  years  in  the  State  Prison. 

Alphonse  J.  Marchant;  crime,  larceny  from  the  person.  Found 
guilty,  and  was  sentenced  to  two  years  in  the  House  of  Correction. 

Daniel  F.  Cahill;  crime,  assault  and  robbery.  Found  guilty,  and 
was  sentenced  to  the  State  Prison  for  not  less  than  ten  nor  more  than 
fifteen  years. 

Thomas  Cahill;  crime,  assault  and  robbery.  Found  guilty,  and 
was  sentenced  to  the  State  Prison  for  not  less  than  ten  nor  more  than 
fifteen  years. 

Frank  McCullin,  alias  Frank  Daniels;  crime,  rape.  Found  guilty, 
and  was  sentenced  to  the  State  Prison  for  not  less  than  fifteen  nor 
more  than  twenty  years. 


Officer  Robert  E.  Molt.  —  Worcester  County. 

Number  of  arrests,  

Number  of  arrests  in  which  I  assisted,  . 
Number  of  arrests  caused  to  be  made,  . 

Number  of  prosecutions,  

Number  of  cases  investigated  (other  than  fires),  . 
Number  of  fires  investigated,  .... 
Amount  of  fines  and  costs  imposed,  ... 


47 
24 
22 
44 
60 
86 
$230 


'  Retired  under  Veterans'  Retirement  Act  of  1907,  chapter  458. 
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Among  tl^e  more  important  cases  investigated  were  the  follow- 
ing: — 

W.  R.  Wales;  crime,  robbery.  Found  guilty,  and  was  sentenced 
to  not  less  than  fifteen  nor  more  than  twenty  years  in  State  Prison. 

Peter  Minite;  crime,  murder.  Found  guilty,  and  was  sentenced  to 
State  Prison  for  life  for  second-degree  murder. 

George  C.  Stewart;  crime,  manslaughter.  Found  guilty,  and  was 
sentenced  to  six  months  in  the  House  of  Correction. 

John  Keith;  crime,  rape.  Found  guilty,  and  was  sentenced  to  the 
State  Prison  for  not  less  than  five  nor  more  than  ten  years. 

Stephen  Keith;  crime,  drunkenness.  Found  guilty,  and  was  sen- 
tenced to  the  House  of  Correction  for  four  months. 

Alphonse  J.  Merchant;  crime,  larceny  from  the  person.  Found 
guilty,  and  was  sentenced  to  two  years  in  the  House  of  Correction. 

Thomas  Cahill;  crime,  robbery  and  assault.  Found  guilty,  and 
was  sentenced  to  the  State  Prison  for  not  less  than  ten  nor  more 
than  fifteen  years. 

Daniel  F.  Cahill;  crime,  robbery  and  assault.  Found  guilty,  and 
was  sentenced  to  the  State  Prison  for  not  less  than  ten  nor  more  than 
fifteen  years. 

Hector  McLane,  alias  George  B.  Sands;  crime,  uttering  a  forged 
instrument.  Found  guilty,  and  was  sentenced  to  two  years  in  the 
House  of  Correction. 

Frank  McCullin,  alias  Frank  Daniels;  crime,  rape.  Found  guilty, 
sentenced  to  not  less  than  fifteen  nor  more  than  twenty  years  in 
State  Prison. 

John  TuUy;  crime,  burning  a  building.  Found  guilty,  sentenced 
to  eighteen  months  in  the  House  of  Correction. 

James  J.  Noel;  crime,  forgery.  Found  guilty,  and  was  sentenced 
to  two  years  in  the  House  of  Correction. 

Dominick  Surace;  crime,  murder.  Died  a  week  before  his  trial 
came. 

Michael  DeFilipi;  crime,  criminal  libel.  Found  guilty;  sentenced 
to  eighteen  months  in  the  House  of  Correction. 

John  F.  Quarn;  crime,  manslaughter.  Jury  disagreed,  case  pend- 
ing. 

Frank  L.  Beaudry;  crime,  robbery  and  assault  on  officers.  Found 
guilty  and  was  sentenced  to  the  State  Prison  for  not  less  than 
eighteen  nor  more  than  twenty  years. 

Edward  Beaudry;  crime,  accessory  to  robbery  and  assault  on  offi- 
cers. Found  guilty  and  was  sentenced  to  not  less  than  eight  nor 
more  than  ten  years  in  the  State  Prison. 

John  O'Mara;  crime,  breaking  and  entering  and  larceny.  Found 
guilty,  and  was  sentenced  to  six  months  in  the  House  of  Correction. 

Francis  Boutin;  crime,  rape.  Found  guilty,  and  was  sentenced  to 
not  less  than  twelve  nor  more  than  fifteen  years  in  the  State  Prison. 
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John  A.  Anderson;  crime,  larceny.  Found  guilty  and  was  sen- 
tenced to  two  years  in  the  House  of  Correction. 

Pierre  LaMontaine;  crime,  larceny.  Found  guilty,  and  was  sen- 
tenced to  two  years  in  the  House  of  Correction. 

Paul  Cournoyer;  crime,  larceny.  Found  guilty,  and  was  sentenced 
to  two  years  in  the  House  of  Correction. 

Michael  Dumas,  Jr.;  crime,  larceny.  Found  guilty,  and  was  sen- 
tenced to  six  months  in  the  House  of  Correction. 

DeForrest  Millette;  crime,  assault  on  female  child.  Found  guilty, 
and  was  sentenced  to  ten  to  twelve  years  in  State  Prison. 

James  David;  crime,  assault  with  a  dangerous  weapon.  Found 
guilty  and  was  sentenced  to  six  months  in  the  House  of  Correction. 

Aaron  Goldstein;  crime,  burning  a  building.  Found  guilty,  and 
was  sentenced  to  eighteen  months  in  the  House  of  Correction. 

Harry  Goldstein;  crime,  burning  a  building.  Found  guilty,  and 
was  sentenced  to  eighteen  months  in  the  House  of  Correction. 

Timothy  Donahue;  crime,  bribery.    Jury  disagreed. 


Officer  Michael  J.  Barrett.  —  Assigned  to  enforcing  the  Pro- 
visions OF  Law  relating  to  the  Arrest  and   Care  of 


Tramps. 

Number  of  arrests,   63 

Number  of  arrests  in  which  I  assisted,      .       .  10 

Number  of  prosecutions,   61 

Number  of  cases  investigated  (other  than  fires),  3 

Number  of  fires  investigated,     ....  16 

Amount  of  fines  and  costs  imposed,  .       .       .  $265 


In  company  with  Officer  Flynn  I  have  spent  several  months  inves- 
tigating the  alleged  larceny  of  sums  of  money  from  the  city  of 
Lawrence,  which  resulted  in  the  gi*and  jury  returning  the  following 
indictments :  — 

Fred  L.  Snow;  indicted  for  conspiracy  to  defraud,  offering  a 
bribe,  larceny  and  attempt  to  commit  larceny,  all  of  which  cases 
are  now  pending. 

Patrick  Lyons;  indicted  for  conspiracy  to  defraud,  accepting  a 
bribe  and  malfeasance  in  office,  all  of  which  cases  are  now  pending. 

Philip  Holland;  indicted  for  conspiracy  to  defraud  and  attempt 
to  commit  larceny.    Cases  are  now  pending. 

Michael  J.  Flynn;  indicted  for  conspiracy  to  defraud.  Case 
pending. 

During  the  past  year  I  have  arrested  61  persons  for  violation  of 
the  tramp  laws;  21  were  fined  $5  each,  15  were  fined  $6  each,  2 
were  fined  $15  each,  and  2  were  fined  $20  each ;  3  were  sentenced  to 
twenty  days  each  in  the  House  of  Correction,  1  to  thirty  days,  2  to 
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sixty  days  each  in  the  House  of  Correction,  and  15  had  their 
cases  continued  or  placed  on  file.  These  men  were  all  prosecuted 
under  chapter  233  of  the  Acts  of  1909,  as  the  professional  tramp  of 
a  few  years  ago  is  comparatively  a  thing  of  the  past  in  this  State. 


Officer  Frank  P.  Hardiman.  —  Assigned  for  General  Duty. 


Number  of  arrests,   4 

Number  of  arrests  in  which  I  assisted,     .       .  39 

Number  of  arrests  caused  to  be  made,     .       .  5 

Number  of  cases  investigated  (other  than  fires),  42 

Number  of  fires  investigated,     ....  863 

Value  of  stolen  property  recovered,    .       .       .  $150 


Officer  Charles  F.  Rice.  —  Chief  Fire  Inspector. 

Number  of  arrests  in  which  I  assisted,       .       .  8 

Number  of  arrests  caused  to  be  made,     .       .  8 

Number  of  prosecutions,   8 

Number  of  eases  investigated  (other  than  fires),  3 

Number  of  fires  investigated,     ....  278 

Number  of  fire  inquests  held,     ....  107 


Among  the  more  important  cases  prosecuted  were  the  fol- 
lowing :  — 

Lawrence  E.  Thayer;  crime,  arson.  Awaiting  trial  in  the  Essex 
County  Superior  Criminal  Court,  on  account  of  the  defendant's 
alleged  ill  health. 

William  McKenchil;  crime,  arson.  Found  guilty,  and  was  sen- 
tenced to  five  years  in  the  Massachusetts  Reformatory. 

Thomas  F.  Goldthwait;  crime,  arson.  Found  guilty,  and  was 
sentenced  to  six  months  in  the  House  of  Correction. 

Napoleon  Clarrest;  crime,  arson.  Held  for  the  Middlesex  gi-and 
jury. 


Officer  James  Anderson.  —  Fire  Inspector  for  the  Hampden- 
Berkshire  District. 


Number  of  arrests,   7 

Number  of  arrests  in  which  I  assisted,     .       .  4 

Number  of  arrests  caused  to  be  made,      .       .  3 

Number  of  prosecutions,   7 

Number  of  fires  investigated,     ....  254 


1912.] 


PUBLIC  DOCUMENT  — No.  32. 


69 


There  have  been  no  very  important  cases  under  investigation  by 
me  during  the  past  year.  One  case,  that  of  a  State  boy  of  twelve 
years  of  age,  who  set  fire  to  the  barn  of  the  woman  with  whom 
he  was  living,  caused  its  destruction  together  with  the  dwelling; 
when  asked  why  he  did  it,  he  replied  that  "it  was  because  she  did 
not  give  him  as  much  cake  as  she  did  the  other  boys."  He  is  now 
in  the  Lyman  School. 


Officer  Henry  H.  Collamore.  —  Fire  Inspector  for  the  South- 
eastern District. 

Number  of  arrests,   7 

Number  of  arrests  in  which  I  assisted,  .  .  4 
Number  of  arrests  caused  to  be  made,      .       .  2 

Number  of  prosecutions,   7 

Number  of  cases  investigated  (other  than  fires),  13 

Number  of  fires  investigated,    ....  264 

Two  cases  I  have  had  during  the  past  year  were  important  in  that 
they  were  fires  set  by  eleven-year-old  boys  and  were  clearly  cases  of 
arson;  in  each  case  the  boys  were  placed  on  probation. 


Officer  George  P.  Crittenden.  —  Fire  Inspector  for  the  Frank- 
lin Hampshire  District. 

Number  of  arrests,   6 

Number  of  arrests  in  which  I  assisted,  .  .  3 
Number  of  arrests  caused  to  be  made,  ...  3 

Number  of  prosecutions,   6 

Number  of  cases  investigated  (other  than  fires),  20 
Number  of  fires  investigated,     .       .       .       .  155 

Amount  of  fines  and  costs  imposed,    .       .       .  $45  00 

Value  of  stolen  property  recovered,  .       .       .  $98  20 


Officer  Thomas  F.  Eustace.  —  Fire  Inspector  assigned  to  the 
Suffolk  District. 

Number  of  arrests,   8 

Number  of  arrests  in  which  I  assisted,     .       .  9 

Number  of  prosecutions,   5 

Number  of  cases  investigated  (other  than  fires),  2 

Number  of  fires  investigated,    ....  711 

Amount  of  fines  and  costs  imposed,  .       .       .  $35 
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Officer  James  J.  Grady.  —  Fire  Inspector  for  the  Suffolk- 


Norfolk  District. 

Number  of  arrests,   6 

Number  of  arrests  in  which  I  assisted,     .       .  3 

Number  of  prosecutions,   3 


Number  of  cases  investigated  (other  than  fires),  6 
Number  of  fires  investigated,    ....  557 


Officer  Silas  P.  Smith.  —  Fire  Inspector  for  the  Suffolk- 


Middlesex  District. 

Number  of  arrests,   12 

Number  of  arrests  in  which  I  assisted,     .       .  13 

Number  of  arrests  caused  to  be  made,     .       .  1 

Number  of  cases  investigated  (other  than  fires),  5 

Number  of  fires  investigated,     ....  415 


Officer  Edward  J.  Sherlock.^  —  Unassigned. 

Number  of  arrests,   9 

Number  of  arrests  in  which  I  assisted,     .       .  5 

Number  of  prosecutions,   7 

Number  of  cases  investigated  (other  than  fires),  12 

Number  of  fires  investigated,     ....  133 

Amount  of  fines  and  costs  imposed,  .       .       .  $65 


Officer  Thomas  A.  Thompson.^  —  Fire  Inspector  for  the 
Suffolk-Middlesex  District. 

Number  of  arrests,     .   3 

Number  of  arrests  in  which  I  assisted,  .  .  1 
Number  of  fires  investigated,     ....  28 


Officer  Joseph  V.  Daly.^  —  Assigned  for  Duty  jn  the  Waiting 
Room  of  the  Executive  Department. 


Officer  Albert  W.  Nichols.*  —  Assigned  for  Duty  in  the 
Waiting  Room  of  the  Executive  Department. 

1  Appointed  May  31,  1911. 

2  Appointed  April  4,  1911,  and  was  assigned  for  duty  in  the  Waiting  Room  of  the  Execu- 
tive Department  until  Oct.  17,  1911. 

3  Appointed  Oct.  16,  1911. 

*  Appointed  Nov.  10,  1910,  and  resigned  April  30,  1911. 
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General  Offences  prosecuted. 

Abortion,   1 

Abuse  of  female  child,   1 

Adultery,   6 

Arson,   17 

Assault  and  battery,   20 

Assault  with  intent  to  kill,   7 

Assault  with  a  dangerous  weapon,     ...  4 

Attempt  to  rape,   4 

Attempt  to  rob,   1 

Attempt  to  commit  arson,   1 

Attempt  to  break  and  enter,       ....  2 

Being  present  at  illegal  gaming,  ....  3 

Breaking  and  entering,   39 

Burning  a  building,   13 

Carrying  concealed  weapons,     ....  4 

Conspiracy  to  defraud,   5 

Criminal  trespass,   48 

Delinquent  children,   2 

Disturbing  the  peace,  .  ^   13 

Drunkenness,   23 

Exposing  poison,   2 

Forgery,   2 

Fornication,   1 

Fugitive  from  justice,   2 

Illegal  gaming,   14 

Illegal  liquor  selling,   1 

Illegal  sale  of  tobacco,   1 

Illegal  transportation  of  liquor, ....  4 

Insane  person,   1 

Larceny,   84 

Larceny  in  a  building,      .....  3 

Lewd  and  lascivious  cohabitation,     ...  19 

Liquor  nuisance,   15 

Making  false  report  to  Bank  Commissioner,    .  1 

Malfeasance  in  office,   1 

Malicious  mischief,   3 

Manslaughter,   5 

Murder,   13 

Neglected  child,   1 

Nonsupport,   1 

Peddling  without  a  license,       ....  1 

Perjury,   G 

Placing  obstruction  on  railroad  track,       .       .  2 

Polygamy,   1 
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Practicing  dentistry  without  registration,  .       .  1 

Practicing  medicine  without  registration,  .       .  1 

Rape,   10 

Reckless  driving,   1 

Robbery,   3 

Setting  forest  fires,   7 

Suspicious  persons,   2 

Threats  to  kill,   2 

Unlawful  appropriation  of  automobile,     .       .  2  . 

Unnatural  act,   2 

Vagabonds,   7 

Violation  of  automobile  law,      ....  8 

Violation  of  fireworks  law,        ....  5 

Violation  of  fishery  law,   10 

Violation  of  game  law,   3 

Violation  of  gasoline  law,   1 

Violation  of  insurance  law,       ....  3 

Violation  of  militia  law,   1 

Violation  of  pool-room  law,      ....  1 

Total,  •    .       .       .  468 

Summary  of  Work  for  the  Year  ending  Oct.  31,  1911. 

Total  number  of  arrests,   397 

Total  number  of  prosecutions,    ....  475 

Total  number  of  fires  investigated,     .       .       .  3,992 
Total  number  of  cases  investigated  (other  than 

fires),   1,081 

Total  amount  of  fines  and  costs  imposed,  .  .  $4,540  95 
Value  of  stolen  property  recovered,    .       .       .  $3,406  48 


INSPECTION  DEPARTMENT. 


JOSEPH  A.  MOORE, 

Deputy  Chief. 


JOSEPH  H.  McNeill, 

Chief  Inspector,  Boiler  Inspection  Department. 
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INSPECTION  DEPARTMENT. 


JOSEPH  A.  MOORE,  Deputy  Chief, 
JOSEPH  H.  McNeill,  CMef  Inspector f  Boiler  Inspection  Department. 


BUILDING  INSPECTION. 


The  inspection  of  public  buildings  by  this  departmentj  as 
required  by  law,  consists  of  the  following  detail  in  all  cities 
and  towns  of  the  Commonwealth,  with  the  exception  of  the 
city  of  Boston :  — 

The  supervision  of  the  construction  of  public  buildings,  as 
schoolhouses,  churches,  theatres,  halls  and  all  places  of  public 
resort,  and  the  inspection  of  heating,  ventilation  and  sanitary 
appliances  in  such  buildings ;  the  supervision  of  the  construc- 
tion of  factories,  workshops,  hotels,  apartment  houses,  tene- 
ment and  boarding  houses  above  a  certain  capacity,  and  the 
arrangement  of  suitable  ways  of  egress  and  means  for  pre- 
vention of  fire  and  stopping  the  spread  of  fire ;  also  the  regular 
periodical  inspection  of  such  buildings.  It  also  includes  the 
inspection  of  buildings  which  have  been  reported  as  dangerous 
or  unsafe,  and  arranging  that  they  may  be  made  safe  and 
secure. 

The  law  provides  that  all  plans  and  specifications  for  build- 
ings under  the  jurisdiction  of  this  department  shall  be  sub- 
mitted to  it  for  approval.  This  feature  of  the  work  has  been 
very  satisfactory,  and  has  occupied  a  large  portion  of  the  time 
of  the  inspectors,  534  plans  having  been  passed  upon  and  292 
changes  directed,  in  order  to  meet  the  requirements  of  the 
department. 

All  buildings  are  inspected  with  special  regard  to  the  pre- 
cautions taken  for  the  prevention  of  fire,  provisions  for  fire 
escapes,  emergency  exits,  heating,  lighting  and  ventilation. 
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The  inspectors  are  men  chosen  for  their  special  knowledge 
of  and  experience  in  the  work  they  are  called  upon  to  perform, 
and  it  is  gratifying  to  state  that  their  work  has  apparently 
met  with  general  approval. 

The  individual  reports  of  the  various  inspectors,  as  here- 
inafter given,  show  the  large  amount  of  work  performed  by 
them,  in  so  far  as  such  reports  can  be  made  to  show  it ;  but  a 
very  large  amount  of  work  is  performed  which  cannot  be 
shown  in  such  reports;  such  as  the  repeated  visits  during 
every  stage  of  the  erection  of  a  building  in  order  to  see  that 
the  form  of  construction  is  in  accordance  with  the  approved 
plans;  the  visits  of  investigation,  to  see  that  the  various 
orders  have  been  complied  with;  and,  in  connection  with 
theatres  and  places  of  amusement,  that  the  conditions  of  the 
license  are  complied  with. 

From  the  inspectors'  reports  it  will  be  seen  that  there  have 
been  made  1,534  inspections  of  theatres,  947  of  public  halls 
and  2,745  of  other  buildings ;  also  that  5,918  visits  have  been 
made  to  the  establishments  specified. 

Whenever  application  is  made  for  special  permission  to 
give  moving-picture  exhibitions  or  other  entertainments  in 
buildings  not  duly  licensed  for  such  entertainments,  the  in- 
spector of  the  district  in  which  such  building  is  located  makes 
the  necessary  investigation  as  to  the  condition  of  such  build- 
ing and  the  moving-picture  apparatus  to  be  used,  and  either 
approves  or  disapproves  the  granting  of  such  permission. 

By  the  provisions  of  the  Acts  of  1911,  chapter  440,  all 
applications  for  special  permission  to  give  moving-picture 
exhibitions  in  churches,  halls  or  other  buildings,  outside  the 
city  of  Boston,  must  be  accompanied  by  a  fee  of  $2  ;  and  since 
the  enactment  of  that  statute  56  applications  have  been  made, 
and  fees  to  the  amount  of  $112  received,  which  amount  has 
been  paid  to  the  Treasurer  of  the  Commonwealth. 

The  following  list  shows  the  prosecutions  which  have  been 
made  by  the  inspectors  of  buildings :  — 


76       REPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 


to 

a 

o 
c-^ 

-d 

<u 

73 

Cause  of  Prosecution. 

c 

o 

bi 

a 
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Fined. 

Filed. 
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Dischi 
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Total 
of  F 
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Neglecting  to  put  on  fire  escape, 

1 

1 

$25  00 

Neglecting  to  provide  rope  fire  escape, 
Violation  of  Lord's  day  observance, 

1 

2 

2 

30  00 

Totals,  

4 

3 

1 

$55  00 

During  the  year  I  have  provided  for  redistricting  the  State, 
dividing  it  into  twelve  districts,  assigning  a  building  inspec- 
tor to  each  district,  and  arranging  that  each  inspector  shall 
have  a  proportionate  amount  of  vt^ork,  and  that  the  most  con- 
venient steam  and  electric  railroad  facilities  may  be  taken 
advantage  of,  so  far  as  conditions  will  permit. 

ASSIGl^MEI^TS  OF  DISTRICTS,   BUILDIIvrG  m- 

SPECTIOK 

The  following  assignments  of  districts  to  members  of  the 
building  inspection  department  are  now  in  force :  — 


Andover 
Beverly 
B oxford 
Dan  vers 
Essex 


INSPECTORS  OF  PUBLIC  BUILDINGS. 
DISTRICT  No.  1. 

Ansel  J.  Cheney,  Building  Inspector. 
Office,  12  Kinsman  Block,  Salem. 

Gloucester  Middleton 
Groveland  North  Andover 

HA^^RHILL  Rockport 
Lawrence  Topsfield 
Manchester  Wenham 


Georgetown 


Methuen 


Amesbury 

Hamilton 

Ipswich 

Lynn 

Lynnfield 

Marblehead 


DISTRICT  No.  2. 

Richard  S.  Beyer,  Building  Inspector. 
Office,  12  Kinsman  Block,  Salem. 

Salem 


Merrimac 
Nahant 
Newbury 
Newburyport 
Peabody 
Rowley 


Salisbury 
Saugus 
Swampscott 
West  Newbury 
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DISTRICT  No.  3. 

Charles  E.  Burfitt,  Building  Inspector. 

Office,  2  State  House,  Boston. 

Arlington 

HoUiston 

KJllCi  U\JL  11 

Ashland 

Hopkinton 

Somerville 

Belmont 

Malden 

Waltham 

Cambridge 

Medford 

Watertown 

Everett 

Natick 

Wayland 

Framingham 

NEV7T0N 

Weston 

DISTRICT  No.  4. 

Horace  F.  Ball,  Building  Inspector. 

Office,  2  State  House,  Boston. 

Acton 

Groton 

Shirley 

Ashby 

Hudson 

Stoneham 

Ayer 

Lexington 

Stow 

Bedford 

Lincoln 

Sudbury 

Billerica 

Littleton 

Tewksbury 

Boxborough 

LOV^ELL 

Townsend 

Burlington 

Marlborough 

Tyngsborough 

Carlisle 

Maynard 

Wakefield 

Chelmsford 

Melrose 

Westford 

Concord 

North  Reading 

Wilmington 

Dracut 

Pepperell 

Winchester 

Dunstable 

Reading 

WOBURN 

DISTRICT  No.  5. 

William  J.  McKeever,  Building  Inspector. 

Office,  2  State  House,  Boston. 

Attleborough 

Holbrook 

Norwood 

Avon 

Hyde  Park 

Plainville 

Bellingham 

Mansfield 

QUINCY 

Braintree 

Medfield 

Randolph 

Brookline 

Medway 

Sharon 

Canton 

Millis 

Stoughton 

Dedham 

Milton 

Walpole 

Dover 

Needham 

Wellesley 

Easton 

Norfolk 

Westwood 

Foxborough 

NTorth  Attleborough 

Weymouth 

Franklin 

Norton 

Wrentham 
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DISTRICT  No.  6. 


John  H.  Plunkett,  Building  Inspector. 
Office,  2  State  House,  Boston. 


Abington 

Hanover 

Plympton 

Bridgewater 

Brockton 

Hingham 

Rockland 

Carver 

Hull 

Scituate 

Chelsea 

Kingston 

West  Bridgewater 

Cohasset 

Marshfield 

Whitman 

Duxbury 

ISTorwell 

Winthrop 

East  Bridgewater 

Pembroke 

XJ.ClXJll.CtJL 

Plymouth 

DISTRICT  No. 

7. 

David 

H.  Dyer,  Building  Inspector. 

Office, 

Hudner  Building,  Fall  River. 

Berkley 

Freetown 

Somerset 

Dartmouth 

Raynham 

Swansea 

Dighton 

Rehoboth 

Taunton 

T^^ATiT,  T?TVF.T? 

JL   AXJJJ                V  XUXV 

Seekonk 

Westport 

DISTRICT  No. 

8. 

Frank  W.  Saunders/  Building  Inspector. 

Office, 

Hudner  Building,  Fall  River. 

Acushnet 

Gay  Head 

Orleans 

Barnstable 

Gosnold 

Provincetown 

Bourne 

Harwich 

Rochester 

Brewster 

Lakeville 

Sandwich 

Chatham 

Marion 

Tisbury 

Chilmark 

Mashpee 

Truro 

Dennis 

Mattapoisett 

Wareham 

Eastham 

Middleborough 

Wellfleet 

Edgartown 

Nantucket 

West  Tisbury 

Fairhaven 

New  Bedford 

Yarmouth 

Falmouth 

Oak  Bluffs 

1  Appointed  Feb.  1,  1911. 
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DISTRICT  No.  9. 

Charles  Adams,  Building  Inspector. 
Office,  476  Main  Street,  Worcester. 


Auburn  Leicester 

Blackstone  Mendon 

Brookfield  Milford 

Charlton  Millbury 

Douglas  Northbridge 

Dudley  North  Brookfield 

Grafton  Oxford 

Hopedale  Southbridge 

Also  the  city  of  Worcester  south 
Shrewsbury  streets. 


of 


Spencer 

Sturbridge 

Sutton 

Upton 

Uxbridge 

Warren 

Webster 

West  Brookfield 
Pleasant,   Front  and 


DISTRICT  No.  10. 

Walter  A.  Penniman,  Building  Inspector. 
Office,  476  Main  Street,  Worcester. 


Ashburnham 

Holden 

Royalston 

Athol 

Hubbardston 

Rutland 

Barre 

Lancaster 

Shrewsbury 

Berlin 

Leominster 

Southborough 

Bolton 

Lunenburg 

Sterling 

Boylston 

New  Braintree 

Templeton 

Clinton 

Northborough 

Westborough 

Dana 

Oakham 

West  Boylston 

FiTCHBURG 

Paxton 

Westminster 

Gardner 

Petersham 

Winchendon 

Hardwiek 

Phillipston 

Harvard 

Princeton 

Also  the  city  of  Worcester  north  of  Shrewsbury,  Front  and  Pleas- 
ant streets. 


DISTRICT  No.  11. 

Ernest  E.  Cleveland,  Building  Inspector. 
Office,  21  Besse  Place,  Springfield. 
Agawam  Chester  East  Longmeadow 

Amherst  Chesterfield  Enfield 

Belchertown  Chicopee  Goshen 

Blandford  Cummington  Granby 

Brimfield  Easthampton  Granville 
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vTi  etjn  wicu 

ivxon  Lg  oiiiei  y 

±  oiianu. 

xiauiey 

IN  UKl  ±lAMlr  TU^ 

Wales 

Ha/mpden 

Palmer 

Ware 

Haffiplrl 

X  ciXlctii-l 

vv  eaiiieiu. 

XlUllclllU. 

PlninfiAlrl 

x  iciiiiiieiQ 

vv  esLn<impton 

JtlOL/YUKE 

Prescott 

West  Springfield 

Huntington 

Russell 

Wilbraham 

Longmeadow 

Southampton 

Williamsburg 

Ludlow 

South  Hadley 

Worthington 

Middlefield 

Southwick 

Monson 

Springfield 

DISTRICT  No.  12. 


Lemuel  Pope,  Building  Inspector. 
Office,  Kimbell  Block,  North  Adams. 


Adams 

Hawley 

PiTTSFIELD 

Alford 

Heath 

Richmond 

Ashfield 

Hinsdale 

Rowe 

Becket 

Lanesborough 

Sandisfield 

Bernardston 

Lee 

Savoy 

Buckland 

Lenox 

Sheffield 

Cbarlemont 

Leverett 

Shelburne 

Cheshire 

Leyden 

Shutesbury 

Clarksburg 

Monroe 

Stockbridge 

Colrain 

Montague 

Sunderland 

Conway 

Monterey 

Tyringham 

Dalton 

Mount  Washington 

Warwick 

Deerfield 

New  Ashford 

Washington 

Egremont 

New  Marlborough 

Wendell 

Erving 

New  Salem 

West  Stockbridge 

Florida 

North  Adams 

Whately 

Gill 

Northfield 

Williamstown 

Great  Barrington 

Orange 

Windsor 

Greenfield 

Otis 

Hancock 

Peru 

SPECIAL  DUTY. 

Frederick  W.  Merriam,  Building  Inspector. 
Office,  2  State  House,  Boston. 
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REPORTS  OF  INSPECTORS  OF  BUILDINGS. 
Report  of  Inspector  Ansel  J.  Cheney. 
District  No.  1. 
Theatres,  inspections,  160;  visits,  53. 
Public  halls,  inspections,  63;  visits,  30. 
Special  halls,  inspections,  33;  visits,  10. 
Other  halls,  inspections,  8;  visits,  14. 
Hotels,  inspections,  16;  visits,  25. 
Churches,  inspections,  14;  visits,  4. 
Schools,  inspections,  16;  visits,  66. 
Other  buildings,  inspections,  60;  visits,  285. 
Orders  issued,  written,  25;  verbal,  245. 
Orders  complied  with,  written,  25;  verbal,  240. 
Orders  in  process  of  compliance,  verbal,  5. 
Theatre  plans  received,  4. 
Public  hall  plans  received,  1. 
Other  hall  plans  received,  1. 
School  plans  received,  5. 
Other  building  plans  received,  72. 
Inspections  for  special  permits  for  entertainments,  3. 
Cases  and  complaints  investigated,  3. 
Prosecutions  made,  1. 


Report  of  Inspector  Richard  S.  Beyer. 
District  No.  1. 
Theatres,  inspections,  173;  visits,  84. 
Public  halls,  inspections,  99;  visits,  63. 
Special  halls,  inspections,  12;  visits,  4. 
Other  halls,  inspections,  33;  visits,  32. 
Hotels,  inspections,  37 ;  visits,  25. 
Churches,  inspections,  21;  visits,  24. 
Schools,  inspections,  9;  visits,  26. 
Other  buildings,  inspections,  37;  visits,  772. 
Orders  issued,  written,  81;  verbal,  136. 
Orders  complied  with,  written,  61;  verbal,  128. 
Orders  in  process  of  compliance,  written,  20;  verbal,  8. 
Public  hall  plans  received,  1;  changes  directed,  1. 
Other  hall  plans  received,  3;  changes  directed,  3. 
Hotel  plans  received,  1;  changes  directed,  1. 
Church  plans  received,  4;  changes  directed,  4. 
School  plans  received,  2;  changes  directed,  2. 
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Other  building  plans  received,  52;  changes  directed,  53. 

Certificates  issued,  on  buildings,  27. 

Inspections  for  special  permits  for  entertainments,  1. 

Cases  and  complaints  investigated,  9. 

Moving-picture  machine  operators'  licenses  renewed,  1. 

Prosecutions  made,  2. 

Fines  and  costs  paid,  $30. 


Report  of  Inspector  Horace  F.  Ball. 
District  No.  2. 
Theatres,  inspections,  115;  visits,  67. 
Public  halls,  inspections,  77;  visits,  31. 
Special  halls,  inspections,  85;  visits,  12. 
Other  halls,  inspections,  109;  visits,  53. 
Hotels,  inspections,  14;  visits,  7. 
Churches,  inspections,  3;  visits,  34. 
Schools,  inspections,  10;  visits,  77. 
Other  buildings,  inspections,  18;  visits,  131. 
Orders  issued,  written,  44;  verbal,  110. 
Orders  complied  with,  written,  50;  verbal,  108.^ 
Orders  in  process  of  compliance,  verbal,  5. 
Special  hall  plans  received,  1;  changes  directed,  2. 
Church  plans  received,  10;  changes  directed,  5. 
School  plans  received,  4;  changes  directed,  2. 
Other  building  plans  received,  25;  changes  directed,  4. 
Certificates  issued,  on  buildings,  173. 
Inspections  for  special  permits  for  entertainments,  10. 
Cases  and  complaints  investigated,  15. 
Visits  to  offices  of  architects,  school  superintendents,  chiefs 
of  police,  etc.,  47. 


Report  of  Inspector  Charles  E.  Burfitt. 
Districts  Nos.  2  and  3. 
Theatres,  inspections,  206;  visits,  15. 
Public  halls,  inspections,  129;  visits,  18. 
Special  halls,  inspections,  82;  visits,  27. 
Other  halls,  inspections,  122;  visits,  42. 
Hotels,  inspections,  14;  visits,  5. 
Churches,  inspections,  19;  visits,  15. 
Schools,  inspections,  22;  visits,  20. 
Other  buildings,  inspections,  47 ;  visits,  27. 


^  Some  from  previous  year. 
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Orders  issued,  written,  124;  verbal,  49. 

Orders  complied  with,  written,  110;  verbal,  27. 

Orders  in  process  of  compliance,  written,  14;  verbal,  22. 

Theatre  plans  received,  2;  changes  directed,  2. 

Public  hall  plans  received,  1;  changes  directed,  3. 

Other  hall  plans  received,  1. 

Church  plans  received,  5;  changes  directed,  8. 

School  plans  received,  14;  changes  directed,  8. 

Other  building  plans  received,  38;  changes  directed,  10. 

Certificates  issued,  on  buildings,  165;  on  plans,  49. 

Inspections  for  special  permits  for  entertainments,  4. 

Cases  and  complaints  investigated,  7. 


Report  of  Inspector  Frank  W.  Saunders.^ 
Districts  Nos.  2,  3  and  7. 
Theatres,  inspections,  13;  visits,  16. 
Public  halls,  inspections,  4;  visits,  3. 
Special  halls,  inspections,  10;  visits,  2. 
Other  halls,  inspections,  64;  visits,  26. 
Hotels,  inspections,  18;  visits,  10. 
Churches,  inspections,  19;  visits,  6. 
Schools,  visits,  4. 

Other  buildings,  inspections,  7;  visits,  22. 

Orders  issued,  written,  70;  verbal,  20. 

Orders  complied  with,  written,  18;  verbal,  4. 

Orders  in  process  of  compliance,  written,  52;  verbal,  16. 

Other  building  plans  received,  4;  changes  directed,  4. 

Certificates  issued,  on  buildings,  83. 

Inspections  for  special  permits  for  entertainments,  3. 

Cases  and  complaints  investigated,  2. 


Report  of  Inspector  William  J.  McKeever.^ 
Districts  Nos.  3  and  4. 
Theatres,  inspections,  10;  visits,  2. 
Public  halls,  inspections,  10;  visits,  1. 
Special  halls,  inspections,  4;  visits,  3. 
Other  halls,  inspections,  24;  visits,  8. 
Hotels,  inspections,  101;  visits,  12. 
Churches,  visits,  1. 

Other  buildings,  inspections,  3;  visits,  2. 


»  Appointed  Feb.  1, 1911. 

2  Assisting  as  an  inspector  of  buildings  during  part  of  year. 
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Orders  issued,  written,  29;  verbal,  41. 
Orders  complied  with,  written,  14;  verbal,  38. 
Orders  in  process  of  compliance,  written,  15;  verbal,  3. 
Certificates  issued,  on  buildings,  273. 
Cases  and  complaints  investigated,  2. 


Report  of  Inspector  Henry  J.  Bardwell.^ 
Districts  Nos.  3  and  6. 
Theatres,  inspections,  14;  visits,  4. 
Public  halls,  inspections,  5;  visits,  11. 
Special  halls,  inspections,  1;  visits,  5. 
Other  halls,  inspections,  5;  visits,  30. 
Hotels,  visits,  7. 

Churches,  inspections,  8;  visits,  5. 

Schools,  visits,  3. 

Other  buildings,  visits,  34. 

Orders  issued,  written,  38;  verbal,  75. 

Orders  complied  with,  written,  22;  verbal,  75. 

Orders  in  process  of  compliance,  written,  16. 

Other  hall  plans  received,  1;  changes  directed,  1. 

Hotel  plans  received,  1;  changes  directed,  1. 

Other  building  plans  received,  5. 

Certificates  issued,  on  buildings,  4;  on  plans,  1. 

Prosecutions  made,  1. 

Fined,  $25;  appealed. 


Report  of  Inspector  Frederick  W.  Merriam. 
Districts  Nos.  3,  4  and  6. 
Theatres,  inspections,  119;  visits,  22. 
Public  halls,  inspections,  39;  visits,  44. 
Special  halls,  inspections,  28;  visits,  7. 
Other  halls,  inspections,  38;  visits,  57. 
Hotels,  inspections,  6;  visits,  1. 
Churches,  inspections,  28;  visits,  24. 
Schools,  inspections,  8;  visits,  42. 
Other  buildings,  inspections,  18;  visits.  111. 
Orders  issued,  written,  114;  verbal,  185. 
Orders  complied  with,  written,  100 ;  ^  verbal,  185. 
Orders  in  process  of  compliance,  written,  18. 


1  Retired  Jan.  1,  1911. 

2  Of  these,  4  were  issued  in  previous  year. 
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Theatre  plans  received,  1;  changes  directed,  3. 
Public  ball  plans  received,  2;  changes  directed,  3. 
Other  hall  plans  received,  1;  changes  directed,  1. 
Church  plans  received,  6;  changes  directed,  3. 
School  plans  received,  12;  changes  directed,  7. 
Other  building  plans  received,  21;  changes  directed,  12. 
Certificates  issued,  on  buildings,  76;  on  plans,  1. 
Inspections  for  special  permits  for  entertainments,  4. 
Cases  and  complaints  investigated,  29. 


Report  of  Inspector  John  H.  Plunkett. 
Districts  Nos.  3,  4  and  9. 
Theatres,  inspections,  74;  visits,  59. 
Public  halls,  inspections,  38;  visits,  14. 
Special  halls,  inspections,  15;  visits,  19. 
Other  halls,  inspections,  90;  visits,  120. 
Hotels,  inspections,  70;  visits,  54. 
Churches,  inspections,  37;  visits,  88. 
Schools,  inspections,  9;  visits,  54. 
Other  buildings,  inspections,  43 ;  visits,  238. 
Orders  issued,  written,  65;  verbal,  45. 
Orders  complied  with,  written,  85 ;  ^  verbal,  5. 
Orders  in  process  of  compliance,  written,  38;  verbal,  38. 
Special  hall  plans  received,  1;  changes  directed,  1. 
Other  hall  plans  received,  1;  changes  directed,  1. 
Hotel  plans  received,  1;  changes  directed,  2. 
Church  plans  received,  5;  changes  directed,  3. 
School  plans  received,  6;  changes  directed,  3. 
Other  building  plans  received,  5;  changes  directed,  4. 
Certificates  issued,  on  buildings,  162;  on  plans,  3. 
Inspections  for  special  permits  for  entertainments,  2. 
Cases  and  complaints  investigated,  2. 
Moving-picture  machines  inspected,  1;  approved,  1. 
Moving-picture  machine  operators'  licenses  renewed,  1. 


Report  of  Inspector  Charles  Adams. 
District  No.  5. 
Theatres,  inspections,  102;  visits,  18. 
Public  halls,  inspections,  93;  visits,  17. 
Special  halls,  inspections,  33;  visits,  8. 


^  Fifty-eight  written  orders  carried  from  1910. 
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Other  halls,  inspections,  80;  visits,  24. 

Hotels,  inspections,  86;  visits,  18. 

Churches,  inspections,  16;  visits,  29. 

Schools,  inspections,  19;  visits,  10. 

Other  buildings,  inspections,  21;  visits,  47. 

Orders  issued,  written,  50;  verbal,  18. 

Orders  complied  with,  written,  44;  verbal,  18. 

Orders  in  process  of  compliance,  written,  6. 

Theatre  plans  received,  1;  changes  directed,  1. 

Special  hall  plans  received,  1 ;  changes  directed,  1. 

Other  hall  plans  received,  1;  changes  directed,  1. 

Hotel  plans  received,  1;  changes  directed,  1. 

Church  plans  received,  4;  changes  directed,  2. 

School  plans  received,  5. 

Other  building  plans  received,  18;  changes  directed,  5. 
Certificates  issued,  on  buildings,  278;  on  plans,  7. 
Inspections  for  special  permits  for  entertainments,  3. 
Cases  and  complaints  investigated,  3. 
Moving-picture  machine  booths  inspected,  3;  approved,  3. 
Moving-picture  machines  inspected,  4;  approved,  4. 
Moving-picture  machine  operators'  licenses  renewed,  19. 


Report  of  Inspector  Walter  A.  Penniman. 
District  No.  5. 
Theatres,  inspections,  177;  visits,  32. 
Public  halls,  inspections,  85;  visits,  29. 
Special  halls,  inspections,  32;  visits,  5. 
Other  halls,  inspections,  66;  visits,  43. 
Hotels,  inspections,  94;  visits,  57. 
Churches,  inspections,  60;  visits,  21. 
Schools,  inspections,  31;  visits,  33. 
Other  buildings,  inspections,  76;  visits,  236. 
Orders  issued,  written,  37;  verbal,  47. 
Orders  complied  with,  written,  27;  verbal,  46. 
Orders  in  process  of  compliance,  written,  10;  verbal,  1. 
Church  plans  received,  1;  changes  directed,  1. 
School  plans  received,  7;  changes  directed,  1. 
Other  building  plans  received,  18;  changes  directed,  8. 
Certificates  issued,  on  buildings,  197;  on  plans,  26. 
Inspections  for  special  permits  for  entertainments,  11. 
Cases  and  complaints  investigated,  6. 

Moving-picture  machine  booths  inspected,  10;  approved,  10. 
Moving-picture  machines  inspected,  3;  approved,  3. 
Moving-picture  machine  operators'  licenses  renewed,  18. 
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Report  of  Inspector  David  H.  Dyer. 
District  No.  6. 
Theatres,  inspections,  145;  visits,  76. 
Public  halls,  inspections,  142;  visits,  150. 
Special  halls,  inspections,  4;  visits,  2. 
Other  halls,  inspections,  3;  visits,  10. 
Hotels,  inspections,  42;  visits,  52. 
Churches,  inspections,  3;  visits,  25. 
Schools,  inspections,  4;  visits,  31. 
Other  buildings,  inspections,  49;  visits,  304. 
Orders  issued,  written,  88;  verbal,  114. 
Orders  complied  with,  written,  62;  verbal.  111. 
Orders  in  process  of  compliance,  written,  26;  verbal,  3. 
Theatre  plans  received,  2;  changes  directed,  13. 
Public  hall  plans  received,  1;  changes  directed,  7. 
Hotel  plans  received,  3;  changes  directed,  5. 
Church  plans  received,  1;  changes  directed,  4. 
School  plans  received,  3;  changes  directed,  20. 
Other  building  plans  received,  23;  changes  directed,  36. 
Certificates  issued,  on  buildings,  125;  on  plans,  33. 
Inspections  for  special  permits  for  entertainments,  5. 
Cases  and  complaints  investigated,  11. 


Report  of  Inspector  Ernest  E.  Cleveland. 
District  No.  7. 
Theatres,  inspections,  191;  visits,  46. 
Public  halls,  inspections,  88;  visits,  22. 
Special  halls,  inspections,  31;  visits,  8. 
Other  halls,  inspections,  52 ;  visits,  47. 
Hotels,  visits,  12. 

Churches,  inspections,  12;  visits,  19. 

Schools,  inspections,  38;  visits,  64. 

Other  buildings,  inspections,  5;  visits,  191. 

Orders  issued,  written,  65;  verbal,  69. 

Orders  complied  with,  written,  38;  verbal,  54. 

Orders  in  process  of  compliance,  written,  46;  verbal,  19. 

Theatre  plans  received,  1;  changes  directed,  1. 

Public  hall  plans  received,  3;  changes  directed,  1. 

Other  hall  plans  received,  4;  changes  directed,  2. 

Hotel  plans  received,  6;  changes  directed,  2. 

Church  plans  received,  4;  changes  directed,  1. 

School  plans  received,  6;  changes  directed,  2. 
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Other  building  plans  received,  71;  changes  directed,  3. 
Certificates  issued,  on  buildings,  38;  on  plans,  95. 
Inspections  for  special  permits  for  entertainments,  30. 
Cases  and  complaints  investigated,  10. 
Moving-picture  machine  booths  inspected,  1;  approved,  1. 
Moving-picture  machines  inspected,  1;  approved,  1. 
Moving-picture  machine  operators'  licenses  renewed,  3. 


Report  of  Inspector  James  R.  Howes.^ 
District  No.  7. 
Theatres,  inspections,  18. 
Public  halls,  visits,  1. 

Hotels  and  lodging  houses,  inspections,  112. 

Schools,  inspections,  2. 

Other  buildings,  inspections,  12. 

Orders  issued,  verbal,  15. 

Orders  complied  with,  verbal,  15. 

Certificates  issued,  on  buildings,  327. 

Inspections  for  special  permits  for  entertainments,  3. 


Report  op  Inspector  Arthur  F.  Roach.^ 
District  No.  7. 
Theatres,  inspections,  2;  visits,  19. 
Public  halls,  visits,  6. 
Special  halls,  visits,  10. 
Churches,  visits,  2. 
Schools,  visits,  4. 
Other  buildings,  visits,  IS. 


Report  of  Inspector  Lemuel  Pope. 
District  No.  8. 
Theatres,  inspections,  97;  visits,  51. 
Public  halls,  inspections,  42;  visits,  71. 
Special  halls,  inspections,  50;  visits,  71. 
Other  halls,  inspections,  97;  visits,  126. 
Hotels,  inspections,  44;  visits,  52. 
Churches,  inspections,  22;  visits,  56. 
Schools,  inspections,  29;  visits,  98. 


1  Assisting  as  inspector  of  buildings  during  part  of  year. 

2  Assisting  as  inspector  of  buildings  during  October,  1911. 
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Other  buildings,  inspections,  11;  visits,  195. 
Orders  issued,  written,  54;  verbal,  102. 
Orders  complied  with,  written,  35;  verbal,  75. 
Orders  in  process  of  compliance,  written,  19;  verbal,  27. 
Theatre  plans  received,  1;  changes  directed,  1. 
Public  hall  plans  received,  1;  changes  directed,  1. 
Other  hall  plans  received,  11;  changes  directed,  9. 
Church  plans  received,  4;  changes  directed,  2. 
School  plans  received,  4;  changes  directed,  3. 
Other  building  plans  received,  10 ;  changes  directed,  6. 
Certificates  issued,  on  buildings,  203;  on  plans,  14. 
Cases  and  complaints  investigated,  51. 


Report  of  Inspector  John  F.  -Casey.^ 
District  No.  8. 

Theatres,  visits,  21. 

Public  halls,  visits,  20. 

Special  halls,  visits,  18. 

Other  halls,  visits,  24. 

Hotels,  inspections,  44;  visits,  55. 

Schools,  inspections,  3. 

Orders  issued,  written,  28;  verbal,  12. 

Orders  complied  with,  written,  28;  verbal,  12. 

Certificates  issued,  on  buildings,  77. 


>  Acting  as  inspector  of  buildings  for  two  weeks  during  vacation  season. 
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Building  Inspections. 
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Recapitulation  of  Building  Inspections. 

Theatre  inspections,   1,534 

Theatre  visits,   585 

Public  hall  inspections,   914 

Public  hall  visits,   531 

Special  hall  inspections,   420 

Special  hall  visits,   211 

Other  hall  inspections,   791 

Other  hall  visits,   656 

Hotel  inspections,   698 

Hotel  visits,   437 

Church  inspections,   262 

Church  visits,   353 

School  inspections,  •  .       .       .       .  200 

School  visits,   532 

Other  building  inspections,   407 

Other  building  visits,   2,613 

Orders  issued  (written,  912;  verbal,  1,283),       .       .       .  2,195 

Orders  complied  with  (written,  722;  verbal,  1,141),  .       .  1,863 

Orders  in  process  of  compliance  (written,  280;  verbal  147),  427 


Theatre  plans  received,  12;  changes  directed,  21. 
Public  hall  plans  received,  10;  changes  directed,  16. 
Special  hall  plans  received,  3;  changes  directed,  4. 
Other  hall  plans  received,  23 ;  changes  directed,  18. 
Hotel  plans  received,  13;  changes  directed,  11. 
Church  plans  received,  43;  changes  directed,  29. 
School  plans  received,  68;  changes  directed,  48. 
Other  building  plans  received,  362;  changes  directed,  145. 


Certificates  issued  on  buildings,   2,208 

Certificates  issued  on  plans,   229 

Inspections  for  special  permits  for  entertainments,     .       .  79 

Cases  and  complaints  investigated,   150 

Moving-picture  machine  booths  inspected,     ....  14 

Moving-picture  machine  booths  approved,     ....  14 

Moving-picture  machines  inspected,   9 

Moving-picture  machines  approved,   9 

Moving-picture  machine  operators'  licenses  renewed,    .       .  42 

Prosecutions  made,   4 

Fines  and  costs  paid,     .   $55  00 
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FACTORY  INSPECTION. 


The  primary  duty  of  the  inspectors  of  factories,  work- 
shops, mercantile  and  mechanical  establishments,  and  the 
various  industrial  establishments  in  this  Commonwealth,  is 
the  enforcement  of  the  labor  laws  in  relation  to  employees  in 
such  establishments,  and  the  educational  laws  in  relation  to 
the  employment  of  minors;  also,  the  enforcement  of  labor 
laws  and  the  arrangement  for  the  fullest  possible  protection 
to  life  and  limb  by  a  complete  and  thorough  system  of  safe- 
guarding dangerous  machinery,  including  elevators. 

Great  progress  has  been  made  in  the  work  of  this  depart- 
ment, more  than  13,118  inspections,  and  7,084  visits  in  con- 
nection with  such  inspections,  having  been  made  during  the 
year.  Reviewing  the  results,  I  may  say  that  they  are  very 
gratifying.  We  have  now  18  inspectors  employed  in  this 
work,  a  number  far  too  small  to  adequately  cover  every  estab- 
lishment necessary  to  be  inspected  in  the  Commonwealth,  irre- 
spective of  the  enforcement  of  the  provisions  of  the  Acts  of 
1911,  chapter  494,  known  as  the  eight-hour  law.  In  conse- 
quence of  the  passage  of  this  statute  a  considerable  increase 
of  work  has  been  placed  upon  the  inspectors  of  this  depart- 
ment. Perhaps  no  labor  law  on  the  statute  books  of  this 
Commonwealth  is  subject  to  more  frequent  violation.  The 
large  amount  of  public  work  now  in  progress  in  the  various 
sections  of  the  Commonwealth  has  been  accompanied  by  nu- 
merous violations  of  this  statute.  Complaints  are  constantly 
made  and  are  at  once  investigated.  In  order  to  secure  evi- 
dence for  prosecution  it  has  been  found  necessary  for  the 
inspectors  to  locate  themselves  near  the  work  for  whole  days 
in  succession,  sometimes  by  obtaining  a  room  in  the  vicinity 
and  at  others  by  lying  around  in  the  woods  or  fields  in  order 
to  see  that  the  workmen  are  not  employed  more  than  eight 
hours  a  day ;  or,  if  employed  for  a  longer  period  during  any 
day,  they  must  again  watch  on  the  following  Saturday  to  see 
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that  a  full  day  of  eight  hours  is  not  worked  thereon.  As  here- 
inafter shown,  a  number  of  prosecutions  have  been  made. 
The  prospect  of  increased  profit  to  the  employer  is,  of  course, 
the  primary  cause  of  the  violation  of  this  statute. 

In  order  to  facilitate  the  work  of  this  department,  I  de- 
cided, after  careful  consideration,  that  this  could  best  be 
done  by  redistricting  the  State,  making  such  assignments 
of  the  districts  and  inspectors  as  the  good  of  the  service 
might  require.  With  this  end  in  view  I  have  divided  the 
Commonwealth  into  fifteen  districts,  allotting  one  or  more 
inspectors  to  each  district,  and  arranging  that  each  inspector 
shall,  in  so  far  as  possible,  have  a  proportionate  amount  of 
work.  I  have  also  arranged  the  districts  in  such  manner 
as  to  afford  the  most  convenient  steam  and  electric  railroad 
facilities,  so  far  as  conditions  would  permit. 

Of  the  13,118  inspections  made,  there  have  been  6,347 
inspections  of  manufacturing  establishments,  4,462  of  mer- 
cantile establishments  and  2,309  of  other  establishments. 

All  the  large  manufacturing  and  mercantile  establishments, 
and  very  many  of  the  smaller  ones,  have  been  inspected  dur- 
ing the  year,  in  some  cases  more  than  once,  and  I  am  of 
opinion  that  the  reports  herein  given  by  the  respective  inspec- 
tors, though  by  no  means  as  complete  as  could  be  gathered 
by  a  bureau  of  industrial  statistics,  are  comprehensive  and 
accurate  records  of  the  industrial  conditions  in  so  far  as  they 
apply  to  the  number  of  employees  of  each  sex  and  the  number 
of  minors  employed  in  the  establishments  inspected.  It  is, 
of  course,  understood  that  this  report  is  based  upon  the  con- 
ditions existing  at  the  time  the  inspections  were  made,  as 
both  before  and  after  the  inspections  are  made  the  number 
of  employees  may  have  been  more  or  less  than  at  the  time  of 
such  inspection. 

"No  phase  of  factory  life  would  seem  to  appeal  to  the  public 
so  much  as  child  labor.  There  is  much  to  be  said  on  this  sub- 
ject, its  causes,  its  effects  and  the  best  way  to  regulate  it. 
The  laws  in  relation  to  minors  are  as  strictly  enforced  by  the 
inspectors  as  is  possible  with  the  present  force.  It  is,  of 
course,  possible  that  there  may  be  violations  of  the  statutes 
relating  to  child  labor,  as  there  are  violations  of  every  law 
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upon  the  statute  books,  but  so  far  as  known  to  this  department 
there  are  none  at  the  present  time.  Every  complaint  made 
to  the  department  in  relation  to  the  illegal  employment  of 
minors  is  immediately  investigated,  as,  in  fact,  are  all  other 
complaints. 

The  interest  taken  by  the  public  at  large  in  the  subject  of 
child  labor  is  very  encouraging,  and  it  is  to  be  hoped  that  it 
will  continue  to  increase  until  its  object  shall  be  fully  ac- 
complished. There  are  many  sides  to  this  subject,  each  of 
which  should  be  carefully  studied. 

It  has  always  been  the  policy  of  this  department  to  con- 
sistently enforce  the  statutes,  and  I  am  convinced  that  such 
efforts  have  been  reasonably  satisfactory.  In  many  instances 
it  has  been  found  sufficient  to  call  attention  to  infractions  or 
omissions,  caused  by  inadvertence  rather  than  by  criminal 
intent,  and  a  timely  notice  and  warning  in  many  cases  have 
resulted  in  maintaining  the  dignity  and  efficacy  of  the  law 
better  than  hasty  or  ill-considered  prosecutions;  but  its  full 
effect  is  brought  to  bear  against  willful  violators  who  are 
heedless  in  regard  to  its  provisions. 

The  number  of  complaints  received  have  not  been  large, 
but  have  been  sufficient  to  show  that  the  public  is  taking  an 
interest  in  the  work  of  factory  inspection.  Some  complaints 
have  been  anonymous,  but  every  complaint  made  has  been 
investigated,  and  the  complainant  advised  as  to  the  result  of 
the  investigation  whenever  it  has  been  possible  to  so  advise 
him.  The  most  reliable  complaints  made  have  come  from 
officers  of  organized  labor.  I  have  personally  interviewed 
a  number  of  such  persons  during  the  year  and  have  found 
them  inclined  to  be  patient,  fair  and  reasonable.  Many  of 
the  inspectors  also  have  had  personal  interviews  with  such 
officials,  both  by  my  instructions  and  upon  their  own  initia- 
tive, and  have  been  similarly  impressed.  I  have  found  them 
far  from  extreme  in  their  demands,  and  content  to  wait  for 
the  removal  of  the  cause  of  their  grievances,  except  in  cases 
where  necessity  existed  for  immediate  action.  While  com- 
plaints differ  greatly  in  degree,  both  as  to  accuracy  and  value, 
their  utility  cannot  be  too  strongly  emphasized,  and  free 
recourse  to  an  inspector  by  those  having  'cause  for  complaint 
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does  much  to  check  irregularities.  Much  of  the  work  done 
by  the  inspector  cannot  be  seen,  as  it  does  not  appear  on  the 
surface,  but  it  lays  the  foundation  for  good  results  in  the 
future,  such  as  the  various  opportunities  for  advising  em- 
ployers or  their  agents  in  relation  to  the  proper  guarding  of 
machinery,  and  their  liability  should  employees  be  injured 
in  consequence  of  their  neglect. 

In  addition  to  the  varied  duties  before  referred  to,  and  in 
accordance  with  the  provisions  of  the  Acts  of  1908,  chapters 
565  and  566,  and  the  Acts  of  1909,  chapter  281,  as  amended 
by  the  Acts  of  1911,  chapter  48,  6  of  the  inspectors  stationed 
in  the  Boston  office  examine  all  applicants  for  licenses  to 
operate  moving-picture  machines,  renew  such  licenses  an- 
nually, inspect  and  tag  moving-picture  machines,  and  inspect 
and  issue  certificates  of  approval  for  moving-picture  machine 
booths.  During  the  year  the  inspectors  in  question  have 
examined  457  applicants  for  licenses,  fees  amounting  to 
$1,371  having  been  received  for  the  same ;  they  have  inspected 
and  tagged  135  moving-picture  machines,  receiving  fees 
amounting  to  $248  for  such  service;  and  they  have  also  in- 
spected 110  moving-picture  machine  booths,  for  which  the 
amount  of  $116  has  been  received  in  fees;  making  a  total  of 
$1,735  which  has  been  paid  to  the  Treasurer  of  the  Common- 
wealth. 

Whenever  application  is  made  for  special  permission  to 
give  moving-picture  exhibitions  in  churches,  halls  or  other 
buildings  in  the  city  of  Boston,  these  officers  make  special 
investigation  to  ascertain  that  the  moving-pieture  machine 
to  be  used  has  been  inspected  and  tagged,  that  the  booth  in 
which  the  machine  is  located  has  been  inspected  and  approved, 
and  that  the  operator  is  licensed  in  accordance  with  law. 
There  have  been  during  the  year  109  special  applications 
made  and  approval  granted  for  such  exhibitions  in  the  city 
of  Boston. 

The  following  list  shows  the  prosecutions  which  have  been 
made  by  the  inspectors  of  factories :  — 
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Costs. 

Violation  of  weekly  payment  law ,  . 

3 

_ 

_ 

2 

1 

_ 

_ 

$4  50 

Failure  to  post  time  notice,  . 

14 

- 

6 

5 

2 

1 

_ 

400  00 

Employing  women  or  minors  at 

28 

- 

18 

5 

1 

4 

_ 

740  00 

times  other  than  stated  in  time 

notice. 

Employing  women  manufacturing 

1 

- 

1 

_ 

_ 

_ 

_ 

20  00 

textile  goods  after  6  p.m. 

Employing  minors  without  age  and 

22 

- 

11 

8 

1 

2 

- 

428  54 

schooling  certificate. 

Employing  minors  under  sixteen 

2 

- 

1 

1 

- 

- 

- 

50  00 

years  of  age  to  operate  elevators. 

Employing  minors  under  fourteen 

3 

- 

1 

1 

- 

- 

25  00 

years  of  age  in  factories. 

Employing  children  under  fourteen 

2 

1 

after  7  p.m. 

Employing  children  under  fifteen 

2 

2 

on  the  stage. 

Operating  a  cinematograph  without 

1 

25  00 

a  license. 

Totals  

78 

39 

25 

6 

8 

$1,693  04 

ASSIGE'MENTS   OF   DISTEICTS,   FACTOKY  m~ 
SPECTIOK 

The  following  assignments  of  districts  to  members  of  the 
factory  inspection  department  are  now  in  force :  — 


INSPECTORS  OF  FACTORIES. 
DISTRICT  No.  1. 

Angus  H.  McDonald,  Factory  Inspector. 
Office,  12  Kinsman  Block,  Salem. 
Beverly  Lynn  Rockport 

Boxford  Lynnfield  Rowley 

Danvers  Manchester  Salem 

Essex  Marblehead  Saugus 

Gloucester  Middleton  Swampscott 

Hamilton  Nahant  Topsfield 

Ipswich  Peabody  Wenham 


DISTRICT  No.  2. 

Jeremiah  J.  Carey/  Factory  Inspector. 
Office,  Central  Block,  Lowell. 
Acton  Ayer  Burlington 

Amesbury  Bedford  Carlisle 

Ashby  Boxborough  Chelmsford 


1  Appointed  Aug.  21, 1911. 
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Dunstable 

Georgetown 

Groton 

Groveland 

Littleton 

Merrimac 


Newbury 
North  Reading 
Pepperell 
Salisbury- 
Shirley 
Townsend 


Tyngsborough 
Westford 
West  Newbury 
Wilmington 


For  Inspection  of  Mercantile  and  Other  Establishments ,  not  includ- 


Andover 
Billerica 
Dracut 
Haverhill 


ing  Factories. 
Lawrence 
Lowell 
Methuen 
Newburyport 


North  Andover 
Tewksbury 


Andover 
Billerica 
Dracut 
Haverhill 


Mary  E.  Halley,  Factory  Inspector. 
Special  Duty  in  District  2. 
Office,  Central  Block,  Lowell. 
For  Inspection  of  Factories  only. 

Lavtrence  North  Andover 

Lowell  Tewksbury 
Methuen 
Newburyport 


Ashland 

Belmont 

Cambridge 

Concord 

Fraij^ingham 

Holliston 

Hopkinton 


DISTRICT  No.  3. 

Elmer  Lewis,^  Factory  Inspector. 
Office,  2  State  House,  Boston. 


Hudson 

Lexington 

Lincoln 

Marlborough 

Maynard 

Natick 

S herb or n 


Somerville 

Stow 

Sudbury 

Waltham 

Wayland 

Weston 


Arlington 
Everett 
Malden 
Medford 


DISTRICT  No.  4. 

Arlon  S.  Atherton,  Factory  Inspector. 
Office,  2  State  House,  Boston. 

Melrose  Winchester 
Reading  Woburn 
Stoneham 
Wakefield 


1  Appointed  Aug.  22,  1911. 
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DISTRICT  No.  5. 

Everett  E.  Ryan,  Factory  Inspector. 
Office,  2  State  House,  Boston. 
Boston,  commencing  at  the  center  of  Tremont  Street  at  School 
Street,  center  of  Tremont  and  Court  streets  to  Hanover  Street, 
center  of  Hanover  Street  to  Chelsea  Ferry,  East  Boston  to  the 
harbor  line,  center  of  Fort  Point  Channel  to  Oliver  Street,  cen- 
ter of  Oliver,  Water  and  School  streets  to  Tremont  Street;  also 
Chelsea,  Revere  and  Winthrop. 


DISTRICT  No.  6. 

Charles  S.  Clerke,  Factory  Inspector. 
Office,  2  State  House,  Boston. 
Boston,  commencing  at  the  center  of  Hanover  Street  at  Court 
Street,  center  of  Hanover  Street  to  Chelsea  Ferry,  along  the 
water  front  to  center  of  Charles  River,  to  West  Boston  bridge, 
to  Cambridge  Street,  center  of  Cambridge  and  Court  streets 
.  to  Hanover  Street;  also  Charlestown. 


DISTRICT  No.  7. 

John  E.  Griffin,  Factory  Inspector. 
Office,  2  State  House,  Boston. 
Boston,  commencing  at  the  center  of  Tremont  Street  at  Pleasant 
Street,  center  of  Tremont  Street  to  School  Street,  center  of 
School  and  Water  streets  to  Oliver  Street,  center  of  Oliver 
Street  to  Fort  Point  Channel,  center  of  Fort  Point  Channel  to 
Broadway  bridge,  center  of  Broadway  and  Pleasant  Street  to 
Tremont  Street;  also  Canton,  Hyde  Park  and  Sharon. 


DISTRICT  No.  8. 

Harry  Atkinson,  Factory  Inspector. 
Office,  2  State  House,  Boston. 

Boston,  southerly  of  the  following  line:  commencing  at  Brookline 
line,  center  of  Huntington  Avenue  to  Tremont  Street,  center  of 
Tremont  Street  to  Pleasant  Street,  center  of  Pleasant  Street  to 
Broadway,  center  of  Broadway  to  Fort  Point  Channel;  also 
South  Boston,  Dorchester,  New  Dorchester,  Mattapan,  Rox- 
bury,  Jamaica  Plain,  Roslindale  and  West  Roxbury. 

Dorchester  Bay,  center  of  Neponset  River,  Hyde  Park  line,  Charles 
River  and  Brookline  line,  being  the  boundaries  on  the  easterly, 
southerly  and  westerly  sides. 
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DISTRICT  No.  9. 

Joseph  F.  Cobb,  Factory  Inspector. 
Office,  2  State  House,  Boston. 
Boston,  commeneing  at  Brookline  line  at  Huntington  Avenue,  cen- 
ter of  Huntington  Avenue  to  Tremont  Street,  center  of  Tre- 
mont  Street  to  Court  Street,  center  of  Court  Street  to  Cam- 
bridge Street,  center  of  Cambridge  Street  to  Charles  River; 
all  of  Boston  north  and  west  of  this  line  excepting  Charles- 
town;  also  Brookline,  Needham,  Newton,  Watertown  and 
Wellesley. 


DISTRICT  No.  10. 


Andrew  M.  Goff/  Factory  Inspector. 
Office,  2  State  House,  Boston. 


Abington 

Hanover 

Plainville 

Avon 

Hanson 

Plymouth 

Bellingham 

Hingham 

Plympton 

Braintree 

Holbrook 

QUINCY 

Bridgewater 

Hull 

Randolph 

Brockton 

Kingston 

Rockland 

Carver 

Marshfield 

Scituate 

Cohasset 

Medfield 

Stoughton 

Dedham 

Medway 

Walpole 

Dover 

MiUis 

West  Bridgewater 

Duxbury 

Milton 

Westwood 

East  Bridgewater 

Norfolk 

Weymouth 

Foxborough 

Norwell 

Whitman 

Franklin 

Norwood 

Wrentham 

Halifax 

Pembroke 

DISTRICT  No.  11. 

John  R.  Dexter,^  Factory  Inspector. 

Office, 

Hudner  Building,  Fall  River. 

Barnstable 

Dartmouth 

Falmouth 

Bourne 

Dennis 

Freetown 

Brewster 

Eastham 

Gay  Head 

Chatham 

Edgartown 

Gosnold 

Chilmark 

Fall  River 

Harwich 

1  Appointed  Aug.  17, 1911. 

2  Appointed  July  17.  1911. 
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Lakeville 
Marion 


Mattapoisett 
Middleborough 
Nantucket 
Oak  Bluffs 
Orleans 


Provincetown 

Rehoboth 

Rochester 

Sandwich 

Seekonk 

Somerset 

Swansea 

Tisbury 


Truro 

Wareham 

Wellfleet 

Westport 

West  Tisbury 

Yarmouth 


DISTRICT  No.  12. 

William  H.  Cairns/  Factory  Inspector. 
Office,  Hudner  Building,  Fall  River. 
Acushnet  Easton  North  Attleborough 

Attleborough  Fairhaven  Norton 

Berkley  Mansfield  Raynham 

Dighton  New  Bedford  Taunton 


DISTRICT  No.  13. 

Charles  A.  Dam,  Factory  Inspector. 
Office,  476  Main  Street,  Worcester. 


Ashburnham 

Holden 

Royalston 

Athol 

Hopedale 

Rutland 

Auburn 

Hubbardston 

Shrewsbury 

Barre 

Lancaster 

Southborough 

Berlin 

Leicester 

Southbridge 

Blackstone 

Leominster 

Sterling 

Bolton 

Lunenburg 

Sutton 

Boylston 

Mendon 

Templeton 

Charlton 

Milford 

Upton 

Clinton 

Millbury 

Uxbridge 

Dana 

New  Braintree 

Webster 

Douglas 

Northborough 

Westborough 

Dudley 

Northbridge 

West  Boylston 

FiTCHBURG 

Oakham 

Westminster 

Gardner 

Oxford 

Winchendon 

Grafton 

Petersham 

Worcester 

Hardwick 

Phillipston 

Harvard 

Princeton 

^'Appointed  Nov.  7,  1910. 
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DISTRICT  No.  14. 


James  R.  Howes,  Factory  Inspector. 
Office,  21  Besse  Place,  Springfield. 


Agawam 

Hadley 

Prescott 

Amherst 

Hampden 

Russell 

Belchertown 

Hatfield 

Southampton 

Blandford 

Holland 

South  Hadley 

Brimfield 

Holyoke 

Southwick 

Chester 

Huntington 

Springfield 

Chesterfield 

Longmeadow 

Tolland 

Chicopee 

Ludlow 

Wales 

Cummington 

Middlefield 

Ware 

Easthampton 

Monson 

Westfield 

East  Longmeadow 

Montgomery 

Westhampton 

Enfield 

Northampton 

West  Springfield 

Goshen 

Palmer 

Wilbraham 

Granby 

Pelham 

Williamsburg 

Granville 

Plainfield 

Worthington 

Greenwich 

DISTRICT  No.  15. 

John  F.  Casey,  Factory  Inspector. 
Office,  Kimbell  Block,  North  Adams. 


Adams 

Hawley 

Peru 

Alford 

Heath 

PiTTSFIELD 

Ashfield 

Hinsdale 

Richmond 

Becket 

Lanesborough 

Rowe 

Bernardston 

Lee 

Sandisfield 

Buckland 

Lenox 

Savoy 

Charlemont 

Leverett 

Sheffield 

Cheshire 

Leyden 

Shelburne 

Clarksburg 

Monroe 

Shutesbury 

Colrain 

Montague 

Stockbridge 

Conway 

Monterey 

Sunderland 

Dalton 

Mount  Washington 

Tyringham 

Deerfield 

New  Ashford 

Warwick 

Egremont 

New  Marlborough 

Washington 

Erving 

New  Salem 

Wendell 

Florida 

North  Adams 

West  Stockbridge 

Gill 

Northfield 

Whately 

Great  Barrington 

Orange 

Williamstown 

Greenfield 

Otis 

Windsor 

Hancock 
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Mary  A.  Nason,  Inspector,  Special  Duty. 
OfiSce,  2  State  House,  Boston. 
In  connection  with  other  inspection  duties,  is  detailed  for  the 
enforcement  of  the  laws  relating  to  the  employment  of  women  and 
children  in  workshops  and  mercantile  establishments. 


SPECIAL  DtJTY. 

Arthur  F.  Roach,  Factory  Inspector. 
Office,  21  Besse  Place,  Springfield. 
Brookfield  Spencer  Warren 

North  Brookfield  Sturbridge  West  Brookfield 

Paxton 

REPORTS  OF  INSPECTORS  OF  FACTORIES. 
Report  of  Inspector  Angus  H.  McDonald. 
District  No.  1. 

Manufacturing  establishments,  inspections,  664;  visits,  529. 
Mechanical  establishments,  inspections,  33;  visits,  58. 
Mercantile  establishments,  inspections,  275;  visits,  101. 
Workshops,  inspections,  62;  visits,  10. 
Other  establishments,  visits,  243. 

Total  number  employed,  males,  27,564;  females,  15,541. 
Employees,  between  fourteen  and  sixteen  years,  males,  450; 

females,  386. 
Elevators  inspected,  325;  approved,  321. 
Orders  issued,  written,  203;  verbal,  301. 
Orders  complied  with,  w^ritten,  193;  verbal,  253. 
Orders  in  process  of  compliance,  written,  10;  verbal,  48. 
Places  of  entertainment  visited  to  investigate,  123. 
Cases  and  complaints  investigated,  including  accidents,  147. 
Moving-picture  machine  booths  inspected,  7;  approved,  7. 
Moving-picture  machines  inspected,  4;  approved,  4. 
Moving-picture  machine  operators'  licenses  renewed,  6. 
Prosecutions  made,  15. 
Fines  and  costs  paid,  $377.20. 


Report  of  Inspector  Arthur  F.  Roach. 
Districts  Nos.  1  and  2. 
Manufacturing  establishments,  inspections,  307;  visits,  116. 
Mechanical  establishments,  inspections,  20;  visits,  10. 
Mercantile  establishments,  inspections,  140;  visits,  168. 
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Workshops,  inspections,  12;  visits,  14. 
Other  establishments,  inspections,  12;  visits,  80. 
Total  number  employed,  males,  15,200;  females,  5,894. 
Employees,  between  fourteen  and  sixteen  years,  males,  441; 
females,  429. 

Establishments  visited  where  it  was  found  laws  did  not 

apply,  175. 
Elevators  inspected,  82;  approved,  82. 
Orders  issued,  written,  6^  verbal,  199. 
Orders  complied  with,  written,  6;  verbal,  199. 
Places  of  entertainment  visited  to  investigate,  14. 
Cases  and  complaints  investigated,  including  accidents,  76. 
Moving-picture  machine  booths  inspected,  5;  approved,  5. 
Moving-picture  machines  inspected,  7;  approved,  7. 
Moving-picture  machine  operators'  licenses  renewed,  6. 
Prosecutions  made,  2. 


Report  of  Inspector  Jeremiah  J.  Carey.^ 
Districts  Nos.  1  and  2. 
Manufacturing  establishments,  inspections,  69;  visits,  130. 
Mechanical  establishments,  visits,  2. 
Mercantile  establishments,  inspections,  15;  visits,  13. 
Workshops,  inspections,  4;  visits,  3. 
Other  establishments,  visits,  51. 

Total  number  employed,  males,  5,563;  females,  3,494. 
Employees,  between  fourteen  and  sixteen  years,  males,  298; 

females,  291. 
Elevators  inspected,  1;  approved,  1. 
Orders  issued,  written,  4;  verbal,  44. 
Orders  complied  with,  written,  2;  verbal,  12. 
Orders  in  process  of  compliance,  written,  2;  verbal,  32. 
Places  of  entertainment  visited  to  investigate,  45. 
Cases  and  complaints  investigated,  including  accidents,  15. 
Moving-picture  machine  booths  inspected,  2;  approved,  2. 
Moving-picture  machines  inspected,  4;  approved,  4. 
Moving-picture  machine  operators'  licenses  renewed,  3. 


Report  of  Inspector  Mary  E.  Halley. 
Districts  Nos.  1  and  2. 
Manufacturing  establishments,  inspections,  177;  visits,  111. 
Mechanical  establishments,  inspections,  35;  visits,  20. 
Mercantile  establishments,  inspections,  175;  visits,  68. 


1  Appointed  Aug.  21,  1911. 
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Workshops,  inspections,  65;  visits,  26. 
Other  establishments,  visits,  13. 

Total  number  employed,  males,  35,573;  females,  36,322. 
Employees,  between  fourteen  and  sixteen  years,  males, 

1,051;  females,  2,288. 
Establishments  visited  where  it  was  found  laws  did  not 

apply,  31. 

Orders  issued,  written,  165;  verbal,  120. 

Orders  complied  with,  written,  165;  verbal  120. 

Cases  and  complaints  investigated,  including  accidents,  58. 

Prosecutions  made,  1. 

Fines  and  costs  paid,  $25. 


Report  of  Inspector  Arlon  S.  Atherton. 
District  No.  2. 
Manufacturing  establishments,  inspections,  536;  visits,  182. 
Mechanical  establishments,  inspections,  32;  visits,  17. 
Mercantile  establishments,  inspections,  227;  visits,  80. 
Workshops,  inspections,  84;  visits,  30. 
Other  establishments,  inspections,  31;  visits,  44. 
Total  number  employed,  males,  32,480;  females,  17,610. 
Employees,  between  fourteen  and  sixteen  years,  males,  494; 
females,  573. 

Establishments  visited  where  it  was  found  laws  did  not 
apply,  21. 

Elevators  inspected,  401;  approved,  401. 

Orders  issued,  written,  16;  verbal,  326. 

Orders  complied  with,  written,  12;  verbal,  228. 

Orders  in  process  of  compliance,  written,  4;  verbal,  98. 

Places  of  entertainment  visited  to  investigate,  31. 

Cases  and  complaints  investigated,  including  accidents,  48. 

Moving-picture  machine  booths  inspected,  5;  approved,  5. 

Mo\dng-picture  machines  inspected,  5;  approved,  5. 

Moving-picture  machine  operators'  licenses  renewed,  56. 

Applicants  to  operate  moving-picture  machines  examined 

by  Board,  160. 
Applicants  to  operate  moving-picture  machines  licensed  by 

Board,  43. 

Applicants  to  operate  moving-picture  machines  rejected  by 
Board,  117. 

Time  occupied  in  examining  applicants  for  moving-picture 
licenses,  29  days. 


1 
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Report  of  Inspector  Elmer  Lewis.^ 
District  No.  2. 
Manufacturing  establishments,  inspections,  45;  visits,  132. 
Mechanical  establishments,  inspections,  2;  visits,  4. 
Mercantile  establishments,  inspections,  2;  visits,  33. 
Other  establishments,  inspections,  1;  visits,  39. 
Total  number  employed,  males,  5,499;  females,  2,375. 
Employees,  between  fourteen  and  sixteen  years,  males,  166; 

females,  150. 
Elevators  inspected,  18;  approved,  18. 
Orders  issued,  verbal,  9. 
Orders  complied  with,  verbal,  5. 
Orders  in  process  of  compliance,  verbal,  4. 
Places  of  entertainment  visited  to  investigate,  1. 
Cases  and  complaints  investigated,  including  accidents,  4. 
Moving-picture  machine  operators'  licenses  renewed,  2. 


Report  of  Inspector  Frank  W.  Saunders.' 
Districts  Nos.  2,  3,  4  and  7. 
Manufacturing  establishments,  inspections,  49;  visits,  93. 
Mechanical  establishments,  inspections,  6;  visits,  15. 
Mercantile  establishments,  inspections,  5;  visits,  16. 
Workshops,  visits,  1. 

Other  establishments,  inspections,  12;  visits,  9. 
Total  number  employed,  males,  7,324;  females,  6,678. 
Employees,  between  fourteen  and  16  years,  males,  394; 
females,  599. 

Establishments  visited  where  it  was  found  laws  did  not 
apply,  8. 

Elevators  inspected,  78;  approved,  53. 

Orders  issued,  written,  40;  verbal,  31. 

Orders  complied  with,  written,  29;  verbal,  9. 

Orders  in  process  of  compliance,  written,  11;  verbal,  22. 

Places  of  entertainment  visited  to  investigate,  30. 

Cases  and  complaints  investigated,  including  accidents,  8. 

Moving-picture  machine  booths  inspected,  2;  approved,  1. 

Moving-picture  machines  inspected,  1.  • 

Moving-picture  machine  operators'  licenses  renewed,  13. 

Applicants  to  operate  moving-picture  machines  examined,  12. 

Applicants  to  operate  moving-picture  machines  licensed,  3. 


1  Appointed  Aug.  22,  1911. 

2  Appointed  Feb.  1,  1911. 
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Applicants  to  operate  moving-picture  machines  rejected,  9. 
Applicants  to  operate  moving-picture  machines  appealed,  9. 
Time  occupied  in  examining  applicants  for  moving-picture 

licenses,  1  day. 
Time  occupied  in  examining  applicants  for  moving-picture 

licenses  by  Board,  9  days. 
Prosecutions  made,  2;  1  case  filed;  1  case  pending. 


Report  of  Inspector  Joseph  F.  Cobb. 
Districts  Nos.  2,  3  and  9. 
Manufacturing  establishments,  inspections,  311;  visits,  128. 
Mechanical  establishments,  inspections,  12;  visits,  25. 
Mercantile  establishments,  inspections,  341;  visits,  159. 
Workshops,  inspections,  160;  visits,  97. 
Other  establishments,  inspections,  69;  visits,  143. 
Total  number  employed,  males,  14,876 ;  females,  7,697. 
Employees,  between  fourteen  and  sixteen  years,  males,  481; 

females,  476. 
Elevators  inspected,  55;  approved,  49. 
Orders  issued,  written,  11;  verbal,  251. 
Orders  complied  with,  written,  6;  verbal,  215. 
Orders  in  process  of  compliance,  written,  5;  verbal,  36. 
Places  of  entertainment  visited  to  investigate,  174. 
Cases  and  complaints  investigated,  including  accidents,  52. 
Moving-picture  machine  booths  inspected,  6;  approved,  6. 
Moving-picture  machines  inspected,  16;  approved,  16. 
Moving-picture  machine  operators'  licenses  renewed,  24. 
Applicants  to  operate  moving-picture  machines  examined, 

179. 

Applicants  to  operate  moving-picture  machines  licensed,  51. 
Applicants  to  operate  moving-picture  machines  rejected,  128. 
Time  occupied  in  examining  applicants  for  moving-picture 

licenses,  45^2  days. 
Prosecutions  made,  11;  4  cases  filed;  6  cases  fined;  1  case 

pending. 
Fines  and  costs  paid,  $200. 

Children  sent  out  for  working  without  school  certificate  on 
file,  48. 


Report  of  Inspector  William  J.  McKeever. 
Districts  Nos.  3  and  4. 
Manufacturing  establishments,  inspections,  503;  visits,  137. 
Mechanical  establishments,  inspections,  53;  visits,  9. 
Mercantile  establishments,  inspections,  493;  visits,  110. 
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Workshops,  inspections,  61;  visits,  14. 
Other  establishments,  inspections,  2. 

Total  number  employed,  males,  41,746;  females,  16,563. 
Employees,  between  fourteen  and  sixteen  years,  males,  540; 
females,  493. 

Establishments  visited  where  it  was  found  laws  did  not 

apply,  250. 
Elevators  inspected,  313;  approved,  313. 
Orders  issued,  written,  24;  verbal,  283. 
Orders  complied  with,  written,  28 ;  ^  verbal,  281.^ 
Orders  in  process  of  compliance,  verbal,  25. 
Places  of  entertainment  visited  to  investigate,  27. 
Cases  and  complaints  investigated,  including  accidents,  48. 
Moving-picture  machine  booths  inspected,  15;  approved,  15. 
Moving-picture  machines  inspected,  8 ;  approved,  8. 
Moving-picture  machine  operators'  licenses  renewed,  27. 
Prosecutions  made,  3. 
Fines  and  costs  paid,  $65. 


Report  of  Inspector  John  E.  Griffin. 
Districts  Nos.  3  and  9, 
Manufacturing  establishments,  inspections,  75;  visits,  212. 
Mechanical  establishments,  inspections,  158 ;  visits,  216. 
Mercantile  establishments,  inspections,  507;  visits,  125. 
Workshops,  inspections,  362;  visits,  206. 
Total  number  employed,  males,  10,680 ;  females,  7,672. 
Employees,  between  fourteen  and  sixteen  years,  males,  335; 

females,  150. 
Elevators  inspected,  6;  approved,  5. 
Orders  issued,  written,  3;  verbal,  702. 
Orders  complied  with,  written,  3;  verbal,  477. 
Orders  in  process  of  compliance,  verbal,  225. 
Places  of  entertainment  visited  to  investigate,  158. 
Cases  and  complaints  investigated,  including  accidents,  84. 
Moving-picture  machine  booths  inspected,  10;  approved,  9. 
Moving-picture  machines  inspected,  10 ;  approved,  9. 
Moving-picture  machine  operators'  licenses  renewed,  29. 
Applicants  to  operate  moving-picture  machines  examined, 

41;  by  Board,  21. 
Applicants  to  operate  moving-picture  machines  licensed,  10; 

by  Board,  1. 

Applicants  to  operate  moving-picture  machines  rejected,  31 ; 
by  Board,  20. 


1  Of  these,  4  were  issued  in  the  previous  year. 

2  Of  these,  23  were  issued  in  the  previous  year. 
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Time  occupied  in  examining  applicants  for  moving-picture 

licenses,  11  days,  4  hours. 
Prosecutions  made,  12. 
Fines  and  costs  paid,  $450. 


Report  of  Inspector  Charles  A.  Dam. 
District  No.  5. 

Manufacturing  establishments,  inspections,  393;  visits,  104. 

Mechanical  establishments,  visits,  29. 

Mercantile  establishments,  visits,  419. 

Total  number  employed,  males,  53,006;  females,  19,059. 

Employees,  between  fourteen  and  sixteen  years,  males,  1,203 ; 

females,  920. 
Elevators  inspected,  153;  approved,  152. 
Orders  issued,  written,  11;  verbal,  277. 
Orders  complied  with,  written,  11;  verbal,  276. 
Orders  in  process  of  compliance,  verbal,  1. 
Places  of  entertainment  visited  to  investigate,  12, 
Cases  and  complaints  investigated,  including  accidents,  67. 
Prosecutions  made,  3. 
Fines  and  costs  paid,  $174.50. 


Report  of  Inspector  Andrev^^  M.  Goff.* 
District  No.  5. 
Manufacturing  establishments,  inspections,  70;  visits,  6. 
Mechanical  establishments,  inspections,  3. 
Mercantile  establishments,  inspections,  13;  visits,  5. 
Total  number  employed,  males,  1,774;  females,  1,068. 
Employees,  between  fourteen  and  16  years,  males,  66; 

females,  38. 
Orders  issued,  verbal,  24. 
Orders  complied  with,  verbal,  18. 
Orders  in  process  of  compliance,  verbal,  6. 
Cases  and  complaints  investigated,  including  accidents,  8. 


Report  of  Inspector  Robert  Ellis.' 
District  No.  6. 
Manufacturing  establishments,  inspections,  166;  visits,  78. 
Total  number  employed,  males,  16,421;  females,  12,446. 
Employees,  between  fourteen  and  sixteen  years,  males,  645; 
females,  644. 


1  Appointed  Aug.  17,  1911. 

2  Retired  May  31.  1911. 
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Elevators  inspected,  129;  approved,  129. 
Orders  issued,  written,  46 ;  ^  verbal,  32." 
Orders  complied  with,  written,  38;  verbal,  26. 
Orders  in  process  of  compliance,  verbal,  14. 
Cases  of  complaints  investigated,  including  accidents,  55. 
Moving-picture  machine  booths  inspected,  10;  approved,  10. 
Moving-picture  machines  inspected,  1;  approved,  1. 
Moving-picture  machine  operators'  licenses  renewed,  10. 
Applicants  to  operate  moving  picture  machines  examined,  1. 
Applicants  to  operate  moving-picture  machines  licensed,  1. 
Time  occupied  in  examining  applicants  for  moving-pic- 
ture licenses,  2  hours. 


Report  op  Inspector  William  H.  Cairns.* 
District  No.  6. 
Manufacturing  establishments,  inspections,  398;  visits,  86. 
Mechanical  establishments,  inspections,  96;  visits,  28. 
Mercantile  establishments,  inspections,  230;  visits,  86. 
Workshops,  inspections,  43;  visits,  21. 
Other  establishments,  visits,  17. 

Total  number  employed,  males,  39,096;  females,  24,676. 
Employees,  between  fourteen  and  sixteen  years,  males, 

1,822;  females,  1,836. 
Establishments  visited  where  it  was  found  laws  did  not 

apply,  1. 

Elevators  inspected,  393;  approved,  393. 

Orders  issued,  written,  46;  verbal,  428. 

Orders  complied  with,  written,  32;  verbal,  392. 

Orders  in  process  of  compliance,  written,  14;  verbal,  36. 

Places  of  entertainment  ^asited  to  investigate,  57. 

Cases  and  complaints  investigated,  including  accidents,  80. 

Moving-picture  machine  booths  inspected,  13;  approved,  13. 

Moving-picture  machines  inspected,  7;  approved,  7. 

Moving-picture  machine  operators'  licenses  renewed,  17. 


Report  of  Inspector  John  R.  Dexter.* 

District  No.  6. 
Manufacturing  establishments,  inspections,  68;  visits,  11. 
Mechanical  establishments,  inspections,  27. 
Mercantile  establishments,  inspections,  10. 

^  Of  these,  5  were  issued  in  the  previous  year. 

2  Of  these,  2  were  issued  in  the  previous  year. 

3  Appointed  Nov.  7,  1910. 
*  Appointed  July  17,  1911. 
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Workshops,  inspections,  4. 

Total  number  employed,  males,  9,233;  females,  6,960. 
Employees,  between  fourteen  and  sixteen  years,  males,  476; 
females,  496. 

Establishments  visited  where  it  was  found  laws  did  not 
apply,  1. 

Elevators  inspected,  103;  approved,  103. 

Orders  issued,  written,  5;  verbal,  81. 

Orders  complied  with,  written,  5;  verbal,  56. 

Orders  in  process  of  compliance,  verbal,  25. 

Places  of  entertainment  visited  to  investigate,  7. 

Cases  and  complaints  investigated,  including  accidents,  20. 

Moving-picture  machines  inspected,  3;  approved,  3. 

Moving-picture  machine  operators'  licenses  renewed,  7. 

Prosecutions  made,  2. 

Fines  and  costs  paid,  $25. 


Report  of  Inspector  James  R.  Hov^es. 
District  No.  7. 

Manufacturing  establishments,  inspections,  294;  visits,  60. 
Mechanical  estabUshments,  inspections,  30;  visits,  4. 
Mercantile  establishments,  inspections,  276;  visits,  178. 
Workshops,  inspections,  38;  visits,  6. 
Total  number  employed,  males,  15,855;  females,  15,106. 
Employees,  between  fourteen  and  sixteen  years,  males,  768; 
females,  786. 

Establishments  visited  where  it  was  found  laws  did  not 

apply,  126. 
Elevators  inspected,  261;  approved,  255. 
Orders  issued,  written,  39 ;  verbal,  257. 
Orders  complied  with,  written,  36;  verbal,  251. 
Orders  in  process  of  compliance,  written,  3;  verbal,  6. 
Places  of  entertainment  visited  to  investigate,  12. 
Cases  arid  complaints  investigated,  including  accidents,  126. 
Moving-picture  machine  booths  inspected,  13 ;  approved,  12. 
Moving-picture  machines  inspected,  30;  approved,  29. 
Moving-picture  machine  operators'  licenses  renewed,  46. 
Prosecutions  made,  4. 


112      REPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 


Report  of  Inspector  John  F.  Casey. 
District  No.  8. 

Manufacturing  establishments,  inspections,  291;  visits,  165. 
Mechanical  establishments,  inspections,  64;  visits,  28. 
Mercantile  establishments,  inspections,  198;  visits,  100. 
Workshops,  inspections,  52;  visits,  30. 
Other  establishments,  inspections,  11;  visits,  18. 
Total  number  employed,  males,  20,821;  females,  9,969. 
Employees,  between  fourteen  and  sixteen  years,  males,  764; 
females,  756. 

Establishments  visited  where  it  was  found  laws  did  not 
apply,  68. 

Elevators  inspected,  286;  approved,  274. 
Orders  issued,  written,  20 ;  verbal,  345. 
Orders  complied  with,  written,  20;  verbal,  293. 
Orders  in  process  of  compliance,  verbal,  52. 
Places  of  entertainment  visited  to  investigate,  20. 
Cases  and  complaints  investigated,  including  accidents,  35. 
Moving-picture  machine  booths  inspected,  5;  approved,  5. 
Moving-picture  machines  inspected,  10;  approved,  10. 
Moving-picture  machine  operators'  licenses  renewed,  29. 
Applicants  to  operate  moving-picture  machines  examined,  10. 
Applicants  to  operate  moving-picture  machines  licensed,  3. 
Applicants  to  operate  moving-picture  machines  rejected,  7. 
Time  occupied  in  examining  applicants  for  moving-picture 

licenses,  20  hours. 
Prosecutions  made,  9. 
Fines  and  costs  paid,  $76.34. 


Report  of  Inspector  Harry  Atkinson. 
District  No.  9,  Division  1. 
Manufacturing  establishments,  inspections,  342;  visits,  268. 
Mechanical  estabhshments,  inspections,  20;  visits,  19. 
Mercantile  establishments,  inspections,  361 ;  visits.  111. 
Workshops,  inspections,  94;  visits,  18. 
Other  establishments,  inspections,  29;  visits,  201. 
Total  number  employed,  males,  18,196;  females,  9,188. 
Employees,  between  fourteen  and  sixteen  years,  males,  419; 
females,  549. 

Establishments  visited  where  it  w^as  found  laws  did  not 

apply,  168. 
Orders  issued,  written,  10 ;  verbal,  283. 
Orders  complied  with,  written,  9;  verbal,  273. 


1912.] 


PUBLIC  DOCUMENT  —  No.  32. 


113 


Orders  in  process  of  compliance,  witten,  1 ;  verbal,  10. 
Places  of  entertainment  visited  to  investigate,  35. 
Cases  and  complaints  investigated,  including  accidents,  36. 
Moving-picture  machine  booths  inspected,  7;  approved,  7. 
Moving-picture  machines  inspected,  6;  approved,  6. 
Moving-picture  machine  operators'  licenses  renewed,  41. 
Applicants  to  operate  moving-picture  machines  examined, 
141. 

Applicants  to  operate  moving-picture  machines  licensed,  18. 
Applicants  to  operate  moving-picture  machines  rejected,  123. 
Time  occupied  in  examining  applicants  for  moving-picture 

licenses,  30  days. 
Appellants  to  operate  moving-picture  machines  examined,  53. 
Appellants  to  operate  moving-picture  machines  licensed,  8. 
Time  occupied  in  examining  appellants  for  moving-picture 

licenses,  9  days. 
Prosecutions  made,  2. 
Fines  and  costs  paid,  $100. 


Report  of  Inspector  Charles  S.  Clerke. 
District  No.  9. 

Manufacturing  establishments,  inspections,  425;  visits,  190. 
Mechanical  establishments,  inspections,  239;  visits,  98. 
Mercantile  establishments,  inspections,  538;  visits,  73. 
Workshops,  inspections,  207;  visits,  79. 
Other  establishments,  visits,  5. 

Total  number  employed,  males,  15,549 ;  females,  7,252. 
Employees,  between  fourteen  and  sixteen  years,  males,  141 ; 

females,  320. 
Orders  issued,  verbal,  432. 
Orders  complied  with,  verbal,  427. 
Orders  in  process  of  compliance,  verbal,  5. 
Places  of  entertainment  visited  to  investigate,  5. 
Cases  and  complaints  investigated,  including  accidents,  36. 
Moving-picture  machine  booths  inspected,  5;  approved,  4. 
Moving-picture  machines  inspected,  14;  approved,  14. 
Moving-picture  machine  operators'  licenses  renewed,  27. 
Applicants  to  operate  moving-picture  machines  examined,  21 
Applicants  to  operate  moving-picture  machines  licensed,  73. 
Applicants  to  operate  moving-picture  machines  rejected,  145. 
Time  occupied  in  examining  applicants  for  moving-picture 

licenses,  44  days. 
Prosecutions  made,  2. 
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Report  of  Inspector  Everett  E.  Ryax. 
District  No.  9. 

Manufacturing  establishments,  inspections,  402;  visits,  184. 
Meclianical  establishments,  inspections,  14;  visits,  6. 
Mercantile  establishments,  inspections,  301;  visits,  124. 
Workshops,  inspections,  47;  visits,  17. 
Other  establishments,  visits,  57. 

Total  number  employed,  males,  9,129;  females,  5,129. 
Employees,  between  fourteen  and  sixteen  years,  males,  167; 
females,  294. 

Establishments  visited  where  it  was  found  laws  did  not 

apply,  246. 
Elevators  inspected,  14;  approved,  14. 
Orders  issued,  written,  3;  verbal,  244. 
Orders  complied  with,  written,  3;  verbal,  241. 
Orders  in  process  of  compliance,  verbal,  6. 
Places  of  entertainment  visited  to  investigate,  30. 
Cases  and  complaints  investigated,  including  accidents,  36. 
Moving-picture  machine  booths  inspected,  5;  approved,  5. 
Moving-picture  machines  inspected,  9;  approved,  9. 
Moving-picture  machine  operators'  licenses  renewed,  86. 
Applicants  to  operate  moving-picture  machines  examined,  23. 
Applicants  to  operate  mo^dng-picture  machines  licensed,  9. 
Applicants  to  operate  moving-picture  machines  rejected,  14. 
Time  occupied  in  examining  applicants  for  moving-picture 

licenses,  6^/2  days. 
Appellants  to  operate  mo™g-pieture  machines  examined,  218. 
Appellants  to'  operate  moving-picture  machines  licensed,  71. 
Time  occupied  examining  appellants  for  moving-picture 

licenses,  39  days. 
Prosecutions  made,  5. 
Fines  and  costs  paid,  $100. 


Report  of  Inspector  Mary  A.  Nason. 
District  No.  9. 

Manufacturing  establishments,  inspections,  762;  visits,  56. 
Mechanical  establishments,  inspections,  3. 
Mercantile  establishments,  inspections,  355;  visits,  57. 
Total  number  employed,  males,  7,434;  females,  16,809. 
Employees,  between  fourteen  and  sixteen  years,  males,  318; 
females,  705. 
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Establishments  visited  where  it  was  found  laws  did  not 

apply,  289. 
Orders  issued,  verbal,  177, 
Orders  complied  with,  verbal,  172. 
Orders  in  process  of  compliance,  verbal,  5. 
Prosecutions  made,  5. 
Fines  and  costs  paid,  $100. 
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Atherton,  Arlon  S.. 
Atkinson,  Harry,  . 
Cairns,  William  H., 
Carey,  Jeremiah  J., 
Casey.  John  F., 
Clerke,  Charles  S.. 
Cobb,  Joseph  F.,  . 
Dam,  Charles  A.,  . 
Dexter,  John  R..  . 
Ellis,  Robert, 
Goff,  Andrew  M..  . 
Griffin,  John  E.,  . 
Halley.  Mary  E.,  . 
Howes,  James  R.,  . 
Lewis,  Elmer, 
McDonald,  Angus  H.,  . 
McKeever,  William  J.,  . 
Nason,  Mary  A..  . 
Roach.  Arthur  F..  . 
Ryan,  Everett  E.,  . 
Saunders,  Frank  W.,  . 
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Atherton,  Arlon  S., 
Atkinson,  Harry, 
Cairns,  William  H., 
Carey,  Jeremiah  J., 

Casey.  John  F  

Gierke,  Charles  S.,  . 

Cobb,  Joseph  F  

Dam,  Chailes  A  

Dexter,  John  R., 

Ellis,  Robert,  .       .       .       .  1 

Goff,  Andrew  M  

Griffin,  John  E., 

Halley,  Mary  E  

Howes,  James  R.,  . 

Lewis,  Elmer  

McDonald,  Ansus  H., 
McKeever,  William  J.,  . 

Na.son,  Maiy  A  

Roach,  Arthur  F.,  . 

Ryan,  Everett  E  

Saunders,  Frank  W., 
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Recapitulation  of  Factory  Inspections.* 

Manufacturing  establishments,  inspections,  ....  6,347 

Manufacturing  establishments,  visits,   2,978 

Mechanical  establishments,  inspections,        ....  847 

Mechanical  establishments,  visits,   588 

Mercantile  establishments,  inspections,       ....  4,462 

Mercantile  establishments,  visits,   1,926 

Workshops,  inspections,   1,295 

Workshops,  visits,   572 

Other  establishments,  inspections,   167 

Other  establishments,  visits,   920 

Total  number  employed,  males,   403,019 

Total  number  employed,  females,   246,708 

Employees,  between  fourteen  and  sixteen  years,  males,      .  11,439 

Employees,  between  fourteen  and  sixteen  years,  females,  .  13,179 
Establishments  visited  where  it  was  found  laAVS  did  not  apply,  1,384 

Elevators  inspected,   2,619 

Elevators  approved,   2,563 

Orders  issued  (written,  652;  verbal,  4,846),  ....  5,498 

Orders  complied  with  (written,  598;  verbal,  4,224),   .       .  4,822 

Orders  in  process  of  compliance  (written,  50;  verbal,  657),  707 

Places  of  entertainment  visited  to  investigate,     .       .       .  774 

Cases  and  complaints  investigated,  including  accidents,      .  1,039 

Moving-picture  machine  booths  inspected,   ....  110 

Moving-picture  machine  booths  approved,  ....  106 

Moving-picture  machines  inspected,   135 

Moving-picture  machines  approved,   132 

Moving-picture  machines  operators'  licenses  renewed,  .       .  429 

Applicants  to  operate  moving-picture  machines  examined,   .  625 

Applicants  to  operate  moving-picture  machines  licensed,     .  168 

Applicants  to  operate  moving-picture  machines  rejected,    .  457 

Prosecutions  made,   78 

Fines  and  costs  paid,  $1,693.04 


1912.]  PUBLIC  DOCUMENT  —  No.  32. 


119 


BOILER  INSPECTION. 


The  engineers'  and  firemen's  license  law  (sections  78  to 
86,  inclusive,  chapter  102  of  the  Kevised  Laws,  as  amended 
by  chapter  373  of  the  Acts  of  1907)  was  changed  by  the 
Legislature  of  1911  by  adding  several  perfecting  amendments. 
Previous  to  this  the  law  had  not  been  changed  since  1907. 
The  law  as  amended  appears  in  the  statutes  now  as  chapter 
562  of  the  Acts  of  1911,  taking  effect  Jan.  1,  1912. 

The  dividing  line  between  boilers  and  engines  exempt  from 
the  engineers'  and  firemen's  license  law  and  those  not  exempt 
has  been  raised  from  eight  to  nine  horse-power;  that  is,  a 
boiler  or  engine  less  than  nine  horse-power  is  exempt  under 
the  new  law. 

The  horse-power  rating  of  boilers  used  for  power  and 
boilers  used  for  heating  purposes  has  been  changed  so  that  the 
division  now  is  on  the  pressure  at  which  the  safety  valve  is 
set  to  blow,  and  irrespective  of  whether  the  boiler  is  used  for 
power  or  heating.  When  the  safety  valve  is  set  at  over  25 
pounds'  pressure  per  square  inch,  the  rating  is  three  horse- 
power per  square  foot  of  grate  surface,  or  equivalent;  and 
when  the  safety  valve  is  set  at  25  pounds'  pressure  per  square 
inch  or  less,  the  rating  is  one  and  one-half  horse-power  per 
square  foot,  or  equivalent.  This  is  clearly  the  most  sensible 
division.  To  say  that  a  boiler  used  for  heating,  carrying  125 
pounds'  pressure,  would  be  exempt,  and  the  same  boiler, 
carrying  30  pounds'  pressure,  if  used  for  power  would  not 
be  exempt,  was  an  anomaly  under  the  law.  The  word 
"  equivalent  "  in  the  law  provides  for  a  rating  for  boilers 
not  equipped  with  grates,  such  as  boilers  using  gas  or  oil 
fuel. 

The  words  have  charge,"  ''in  charge,"  ''operate," 
"  operated  "  and  "  operating  "  in  the  old  law  have  been  more 
clearly  defined  in  the  new  law,  and  provision  has  been  made 
whereby  a  person  can  legally  acquire  experience  in  the  pres- 
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ence  of  and  under  the  personal  direction  of  a  licensed  man. 
This  obviates  the  necessity  of  the  inspectors  interpreting  the 
law. 

The  main  feature  of  the  amendments  relates  to  a  definite 
experience  requirement  before  a  person  can  make  application 
for  a  license.  Statements  in  the  application  are  required  to 
be  made  under  oath,  and  the  inspectors  are  authorized  to 
administer  the  oath  without  cost  to  the  applicant.  Appli- 
cants for  license  as  second-class  engineers,  first-class  engineers, 
specials  to  operate  a  first-class  plant  and  specials  to  have 
charge  of  a  second-class  plant  must  be  examined  by  a  board 
of  three  examiners,  the  decision  of  the  board  being  final.  An 
applicant  for  any  other  class  of  license  is  examined  by  one 
inspector,  as  before,  and  if  unsuccessful  the  applicant  has  the 
right  to  appeal.  Licenses  in  force  on  Jan.  1,  1912,  continue 
in  force  without  renewal,  except  special  licenses  which  expire 
when  the  person  holding  said  license  ceases  to  be  employed 
in  the  plant  specified  in  the  license.  Licenses  granted  after 
Jan.  1,  1912,  do  not  require  to  be  renewed.  Steam  fire  en- 
gineers' licenses  are  now  in  a  class  by  themselves,  and  no 
longer  come  under  the  head  of  special  licenses.  A  portable 
class,  to  have  charge  of  and  operate  portable  boilers  and 
portable  engines,  except  hoisting  engines  and  steam  fire 
engines,  has  been  added. 

The  horse-power  rating  for  steam  turbine  engines  has  been 
placed  in  the  law,  and  is  based  upon  the  external  diameter 
of  the  steam  supply  pipe.  This  makes  the  enforcement  of 
the  law  simple,  and  is  a  close  approximation  to  the  actual 
horse-power  within  the  limits  as  laid  down  by  the  engineers' 
and  firemen's  license  law.  It  is  not  necessary  to  know  the 
actual  horse-power.  It  is  only  necessary  to  know  that  the 
turbine  is  nine  horse-power,  over  fifty  horse-power  or  over 
one  hundred  and  fifty  horse-power,  these  being  the  dividing 
lines  between  engines  exempt  from  the  law,  and  the  dividing 
line  between  the  different  classes  of  licenses  required. 

Chapter  656  of  the  Acts  of  1911  is  an  act  relating  to 
licensing  operators  of  hoisting  machinery  when  the  motive 
power  is  mechanical  and  other  than  steam.  This  has  been 
placed  imder  the  jurisdiction  of  the  boiler  inspection  de- 
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partment  for  enforcement.  Briefly,  it  provides  that  no 
person  shall  operate  derricks,  cableways,  machinery  used 
for  discharging  cargoes,  temporary  elevator  cars  used  on 
excavating  work  or  used  for  hoisting  building  material, 
when  the  motive  power  to  operate  such  machinery  is  me- 
chanical and  other  than  steam,  unless  he  holds  a  license. 

The  above  law  adds  to  the  work  of  the  boiler  inspection 
department,  which  work  is,  of  course,  naturally  always  on 
the  increase,  even  though  there  are  no  additional  laws;  but 
with  the  advent  of  the  5  additional  inspectors  provided  for 
by  chapter  619  of  the  Acts  of  1911,  it  will  not  decrease  the 
efficiency  of  the  department  in  the  other  established  lines. 

On  Dec.  9,  1910,  about  11.10  a.m.,  a  boiler  exploded  at 
the  planing  mill  ovmed  by  Arthur  S.  Allen,  located  at  193 
i^orth  Water  Street,  ^sTew  Bedford,  Mass.  No  one  was 
killed,  but  Mr.  Allen  was  badly  injured  and  confined  in  the 
hospital  and  at  his  home  for  six  weeks.  The  engineer, 
Delphus  Gauthier,  was  scalded  and  burned  and  had  two 
ribs  fractured,  and  was  laid  up  for  two  months.  Arthur 
Duerden,  an  apprentice,  was  burned  about  the  legs,  and 
was  laid  up  for  about  two  months.  Daniel  C.  Flood,  a  wood 
turner,  was  cut  on  the  cheek.  The  fireman,  Napoleon  0. 
Millett,  stated  that  five  minutes  before  the  explosion  he 
put  coal  on  the  fire  and  at  that  time  there  was  60  pounds' 
pressure  on  the  boiler;  that  the  safety  valve  blew  under 
pressure  on  Dec.  8,  1910,  at  4  o'clock  in  the  afternoon  at 
75  pounds;  that  when  he  fixed  the  fire  five  minutes  before 
the  boiler  exploded  he  had  a  little  more  than  two  and  one- 
half  gages  of  water;  that  he  then  went  around  to  another 
part  of  the  shop  behind  the  boiler,  and  adds,  that  was  the 
last  he  knew  until  he  was  knocked  over  by  the  force  of  the 
explosion.  The  boiler  was  of  the  horizontal  tubular  type, 
42  inches  in  diameter  and  16  feet  1  inch  long,  made  up  in 
four  courses,  was  built  by  Richard  Dobbins  and  was  twenty- 
four  years  old.  The  shell  plates  were  stamped  "  Glasgow 
Iron  Company,  Shell  45,000  T.  S."  The  boiler  was  con- 
structed with  double-riveted  lap  joints,  the  pitch  of  the  rivets 
on  the  rear  course,  which  was  the  course  that  failed,  being 
2. IS  inches.    The  size  of  rivet  hole  was  %  of  an  inch  and 
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the  thickness  of  the  plate  %6  of  an  inch.  The  heads  were 
stayed  by  two  head-to-head  welded  jaw  stays,  2^4  inches  by 
%  inch,  which  were  attached  to  T  irons  riveted  on  the 
heads;  also  had  two  1  inch  diagonal  welded  crowfoot  stays. 
The  size  of  the  T  irons  on  the  heads  was  4  inches  by  4  inches 
by  %  inch.  The  boiler  had  three  cast-iron  lugs  on  each 
side,  —  one  on  each  side  of  the  rear  course,  one  on  each 
side  of  the  middle  course  and  one  on  each  side  of  the  front 
course.  The  boiler  was  insured  by  the  Fidelity  and 
Casualty  Company,  and  inspected  on  JN'ov.  13,  1910,  by 
Thomas  G.  Ranton,  inspector  for  that  company,  holding  a 
certificate  of  competency  from  this  department  to  inspect 
steam  boilers.  Mr.  Ranton  issued  a  certificate  of  inspection 
allowing  a  pressure  of  75  pounds  per  square  inch,  which 
pressure  was  in  conformity  with  the  rules  formulated  by 
the  Board  of  Boiler  Rules.  The  fusible  plug  was  found 
intact,  and  there  was  no  question  but  that  there  was  plenty 
of  water  in  the  boiler.  The  boiler  was  thrown  26  feet  from 
its  original  position,  measuring  from  the  front  head  of  the 
boiler  to  the  original  boiler  setting.  The  rear  course  of  the 
boiler  was  thrown  in  an  opposite  direction  24  feet,  and 
landed  in  a  corner  of  the  building  on  the  street  floor.  The 
2%  inches  pop  safety  valve  was  tested  under  steam  after 
the  explosion  and  blew  off  at  77%  pounds,  as  shown  by  a 
calibrated  test  gage.  The  boiler  was  formerly  insured  by 
the  Hartford  Steam  Boiler  Inspection  and  Insurance  Com- 
pany, but  the  policy  with  that  company  expired  Jan.  1, 
1908,  and  Mr.  Allen  declined  to  renew  the  insurance  with 
the  Hartford  Steam  Boiler  Inspection  and  Insurance  Com- 
pany, preferring  to  take  it  up  with  the  Fidelity  and  Casu- 
alty Company.  The  pressure  allowed  at  the  last  inspection 
by  the  Hartford  Steam  Boiler  Inspection  and  Insurance 
Company  was  75  pounds,  on  E"ov.  10,  1907.  In  accordance 
with  section  11,  chapter  465  of  the  Acts  of  1907,  which 
reads  as  follows :  — 

Every  boiler  insurance  company  shall  report  immediately  to 
the  chief  inspector  of  boilers,  the  name  of  the  owner  or  user  and 
the  location  of  every  boiler  herein  required  to  be  inspected,  upon 
which  they  have  cancelled  or  refused  insurance,  giving  the  reasons 
for  so  doing, 


1912.]  PUBLIC  DOCUMENT  — No.  32. 


123 


this  department  received  from  the  Hartford  Steam  Boiler 
Inspection  and  Insurance  Company  the  following  informa- 
tion bearing  on  the  subject:  — 

We  had  no  correspondence  whatever  with  the  A.  W.  Allen  Com- 
pany at  the  time  the  insurance  ceased.  The  policy  expired  Jan.  1, 
1908,  and  Mr.  Allen  declined  to  renew,  stating  that  he  could  get  bet- 
ter rates  from  other  companies. 

(Signed)  C.  E.  Roberts, 

Manager. 

The  steam  gage  of  the  boiler  was  tested  after  the  explo- 
sion, and  from  atmospheric  pressure  to  100  pounds  its 
greatest  inaccuracy  was  4  pounds,  i.e.,  it  showed  4  pounds 
less  pressure  than  the  actual.  Considering  the  fact  that 
this  steam  gage  had  been  through  an  explosion,  this  was 
nothing  unusual.  Inspector  Eanton's  test  gage  was  also 
placed  on  the  dead-weight  tester,  and  the  greatest  inaccuracy 
of  his  gage  was  3  pounds,  i.e.,  his  gage  showed  3  pounds 
more  than  the  actual.  The  explosion  was  caused  by  a  lap 
crack  on  the  rear  course  at  the  longitudinal  joint,  w^hich 
was,  as  before  stated,  a  double-riveted  lap  joint.  The  crack 
started  on  the  inside  of  the  outside  lap,  and  as  the  inside 
lap  extended  beyond  the  crack,  it  could  not  be  detected  by 
inspection.  The  cause  of  the  explosion  was  identical  with 
that  which  caused  the  explosion  of  a  boiler  at  the  R.  B. 
Grover  Shoe  Company,  Brockton,  on  March  20,  1905,  at 
the  P.  J.  Harney  Shoe  Company,  Lynn,  on  Dec.  6,  1906, 
and  the  explosion  of  a  boiler  at  the  Hygienic  Blanket  Com- 
pany, Hubbardston,  on  Dec.  9,  1907. 

Specimens  cut  from  the  ruptured  sheet  and  tested  at  the 
Massachusetts  Institute  of  Technology  show  the  following 
physical  properties,  specimens  cut  lengthwise  of  the  sheet :  — 

Tensile  strength  per  square  inch :  — 

Specimen  No.  1:  41,100  pounds. 

Specimen  No.  2:  42,400  pounds. 
Yield  point,  pounds  per  square  inch :  — 

Specimen  No.  1:  36,100  pounds. 

Specimen  No.  2:  35,500  pounds. 
Elongation,  per  cent,  in  8  inches :  — . 

Specimen  No.  1:  3.5  per  cent. 

Specimen  No.  2:  5  per  cent. 
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The  fracture  in  each  of  these  specimens  was  laminated  and 
full  of  layers. 

Specimens  subjected  to  bending  tests  were  as  follows:  — 

Specimen  No.  3:  hot   bend;    cracked   when   hammered  down 
flat. 

Specimen  No.  4:  cold  bend;  cracked  at  90  degrees. 

Specimen  No.  5:  cold  bend;  broke  short  off  at  an  angle  of  30 

degrees;  this  latter  piece  was  cut  cross-grain  of  the  sheet. 
Specimen  No.  6:  was  heated  to  a  dull  red  and  quenched  with 

cold  water  and  cracked  at  90  degrees. 

The  chemical  test  showed  the  following  chemical  prop- 
erties :  — 

Carbon  (graphitic),  .0266  per  cent. 
Sulphur,  .0171  per  cent. 
Phosphorus,  .1935  per  cent. 

The  chemist  who  made  the  test  reported  as  follows:  — 

Owing  to  the  high  results  in  phosphorus,  I  had  them  checked  by 
another  chemist,  and  his  results  were  .1910  per  cent  and  .1925  per 
cent. 

The  phosphorus  was  so  excessive  that  the  chemist  asked 
for  a  piece  of  plate  from  the  boiler  which  had  been  fractured, 
in  order  that  he  might  make  a  microscopic  examination,  and 
he  reported  as  follows :  — 

I  also  enclose  a  sketch  showing  four  microscopic  views  of  a  sec- 
tion of  the  plate  taken  perpendicular  to  the  surface  of  the  shell. 
These  sketches  show  the  plate  to  consist  of  a  large  number  of 
imperfectly  welded  laminations  of  iron  separated  by  cracks  lined 
with  scale. 

The  excessive  phosphorus  tended  to  make  the  metal  brittle 
when  cold,  and  the  very  slight  elongation  taken,  together 
with  the  bending  tests,  shows  the  need  of  the  rules  formulated 
by  the  Board  of  Boiler  Rules  in  1908  for  the  construction 
of  all  boilers  built  after  that  time,  and  again  emphasizes  the 
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fact  that  the  Board  of  Boiler  Eules  were  fully  justified  in 
forbidding,  after  1908,  the  installation  of  boilers,  the  shells 
and  drums  of  which  were  over  36  inches  in  diameter,  con- 
structed with  longitudinal  lap  joints;  and  also  confirms  them 
in  their  wisdom  in  increasing  the  factors  of  safety  on  lap- 
joint  boilers  installed  previous  to  1908  and  now  in  use. 
There  is  no  question  but  that  the  increased  factors  of  safety 
have  resulted  in  the  last  three  years  in  the  removal  from 
service  of  many  lap-joint  boilers,  and  there  is,  of  course,  no 
doubt  but  that  many  explosions  have  been  prevented  by  so 
doing.    The  explosion  of  the  boiler  of  Arthur  S.  Allen,  i^ew 
Bedford,  shows  that  even  increased  factors  of  safety  which 
have  been  used  on  lap-joint  boilers  will  not  cause  the  owners 
to  remove  the  boilers  where  moderate  pressures  are  sufficient 
for  their  uses,  and  this,  taken  with  the  fact  that  this  boiler 
was  inspected  within  twenty-six  days  before  the  explosion, 
emphasizes  the  need  of  still  further  safeguards  on  this  class 
of  boilers.    The  Board  of  Boiler  Rules  have  under  considera- 
tion a  rule  providing  that  all  lap-joint  boilers  carrying  over 
25  pounds'  pressure  shall  be  subjected  to  a  hydrostatic  pres- 
sure test,  and  that  boiler  coverings  shall  be  removed  from 
the  joints  of  all  such  boilers  at  the  time  of  the  inspection 
and  hydrostatic  pressure  test.    A  hydrostatic  pressure  test 
is  not  infallible  and  may  be  applied  to  a  boiler  where  the 
joint  is  visible  and  accompanied  by  a  heavy  hammer  test, 
and  still  not  locate  a  lap  crack ;  but,  on  the  other  hand,  hydro- 
static pressure  tests  made  by  inspectors  of  this  department 
have  located  lap  cracks,  and  there  is  no  question  but  that  in 
the  case  of  the  boiler  of  Arthur  S.  Allen,  'New  Bedford,  the 
hydrostatic  pressure  test  at  the  time  of  inspection  would  have 
located  the  lap  crack  in  that  boiler  and  prevented  the  ex- 
plosion. 

In  other  words,  if  the  question  were  asked  by  a  layman 
if  anything  else  could  have  been  done  by  the  inspector  in 
his  inspection  of  the  boiler,  he  must  have  replied  that  he 
could  have  applied  a  hydrostatic  pressure  test,  and  I  there- 
fore deem  it  of  the  greatest  importance  that  this  rule  for  a 
hydrostatic  pressure  test  of  lap-joint  boilers  be  formulated. 

On  Dec.  29,  1910,  a  boiler  exploded  at  the  Morewood 
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Lake  Ice  Company,  Morewood  Lake,  Pittsfield,  Mass.,  and 
killed  17  persons.  On  account  of  the  explosion  causing 
deaths,  an  inquest  was  held  on  Jan.  3,  1911,  by  Hon.  Charles 
E.  Burke,  justice  of  the  District  Court  of  Central  Berkshire, 
and  the  findings  of  this  inquest  are  the  official  ones  and  take 
precedence  over  the  findings  produced  by  any  other  investi- 
gation. This  department  also  made  an  investigation,  and 
the  findings  were  in  complete  accord  with  those  of  the  in- 
quest. The  report  of  the  Hon.  Charles  E.  Burke  has  been 
issued  by  the  Board  of  Boiler  Rules  in  pamphlet  form  for 
public  distribution. 

The  boiler  was  inspected  by  Franklin  L.  Forbush,  State 
inspector  of  boilers,  on  March  10,  1910,  and  was  of  the  loco- 
motive firebox  type,  35  inches  in  diameter  and  12  feet  3 
inches  long.  It  had  53  2%-inch  tubes  7  feet  long,  shell 
plates  %  of  an  inch  thick,  heads  %  of  an  inch.  The  longi- 
tudinal joints  were  double  riveted  lap.  Pitch  of  rivets,  21^4 
inches ;  rivet  holes,  Wi6  of  an  inch  in  diameter.  There  were 
4  diagonal  jaw  braces  1  inch  on  the  front  head  and  2  through 
braces  1%  inches;  distance  from  upper  tubes  to  shell,  15 
inches.  Pitch  of  staybolts,  4%  inches  by  5  inches ;  diameter 
of  staybolts,  ^/ie  of  an  inch.  Pitch  of  crown  bar  plates, 
5%  by  6  inches ;  diameter  of  crown  bar  bolts,  %  inch. 
The  boiler  was  equipped  with  a  ball  and  lever  safety  valve 
21/2  inches  in  diameter,  which  had  an  escape  pipe  on  it  re- 
duced to  2  inches  at  the  time  of  Inspector  Forbush's  inspec- 
tion. This  safety  valve,  as  shown  in  the  report  of  the  Hon. 
Charles  E.  Burke,  was  subsequently  removed  and  replaced  by 
a  31/2-inch  pop  safety  valve,  and  no  such  order  could  have 
been  given  for  making  this  change,  as  the  grate  surface  of  the 
boiler  was  only  8.75  square  feet,  and  a  2l/^-inch  lever  safety 
valve,  after  the  bushing  had  been  removed,  as  ordered  by 
Inspector  Forbush  (see  next  page),  would  have  been  ample 
for  the  grate  surface ;  and  if  it  was  desired  to  change  to  a 
pop  safety  valve  a  2-inch  valve  w^ould  have  been  ample,  and  a 
3%-inch  safety  valve  would  have  been  absolutely  dangerous, 
even  under  ordinary  working  conditions,  without  any  ques- 
tion as  to  excess  pressure. 
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Following  are  the  orders  issued  by  Inspector  Forbush  to 
the  Morewood  Lake  Ice  Company :  — 

New  water  glass. 
Test  gage  connection. 

Remove  bushing  and  provide  a  2-inch  pipe  in  discharge  pipe 

to  safety  valve. 
Thoroughly  clean  out  brick  and  ashes  in  furnace. 

The  pressure  allowed  by  Inspector  Forbush  was  7 0  pounds 
per  square  inch,  based  on  the  shell  construction.  It  was 
calculated  on  the  basis  of  a  factor  of  safety  of  nine.  The 
safe  working  pressure  based  on  the  staying  of  the  head  above 
the  tubes  was  78  pounds.  The  safe  working  pressure  based 
on  the  staying  effect  given  by  the  crown  bars  on  the  crown 
sheet  was  79  pounds,  and  the  safe  working  pressure  of  the 
furnace  based  on  the  pitch  of  staybolts  was  83  pounds. 

The  following  are  extracts  from  the  report  of  the  Hon. 
Charles  E.  Burke,  who  conducted  the  inquest  at  Pittsfield, 
Mass. :  — 

As  nearly  as  can  be  ascertained,  this  boiler  was  built  in  about 
1871  at  Lawrence  by  J.  C.  Hoadley  &  Co.,  and  bore  upon  one  of  its 
doors  the  following  words,  "  The  Hoadley  Portable  Engine,  War- 
ranted." The  maker  of  this  boiler,  Mr.  Hoadley,  was  an  inventor, 
engineer  and  mechanic  of  great  ability  and  it  is  said  produced  a 
boiler  and  engine  "  away  ahead  of  his  time."  Of  their  boilers  Mr. 
Hoadley  himself  said,  "  The  boilers  are  of  best  American  iron, 
strong,  well  made  and  supplied  with  fusible  safety  plug,  and  war- 
ranted to  bear  a  cold  water  test  pressure  of  200  lbs.  per  square 
inch  and  a  constant  working  pressure  of  120  lbs."  This  make  of 
boiler  seems  to  have  had  an  excellent  reputation.  The  boiler  in 
question  was  bought  by  the  Morewood  Lake  Ice  Co.  in  Springfield, 
Massachusetts,  in  1906.  It  was  then  said  that  it  had  been  used  in 
a  saw  mill  at  a  pressure  of  125  lbs.  and  was  expected  to  be  used  at 
a  100  lbs.  pressure.  —  Page  4. 

The  care  with  which  the  inspection  was  made,  the  pains  with  which 
the  proper  pressure  was  computed  struck  me  so  forcibly  that  in 
fairness  to  the  Inspection  of  Boilers  Department,  it  seemed  impor- 
tant that  the  public  should  know  just  what  the  inspector  did  and 
thus  know  how  thorough  the  inspection  had  been.  —  Page  6. 

Mr.  Thompson,  foreman  for  Robbins,  Gamwell  &  Co.,  testified 
relative  to  Mr.  Ward  coming  to  him  as  follows : 
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On  Wednesday  soon  after  I  returned  from  dinner  this  man  Ward  came 
in  with  the  steam  gauge  and  said  he  wanted  it  tested.  I  asked  him  how 
much  it  appeared  to  be  off  and  he  said  a  lot,  and  I  asked  him  what  he 
meant  by  that,  and  he  said  that  safety  valve  blew  off  when  this  said 
38  lbs.  Asked  him  what  he  thought  the  matter  was.  Said  valve  was 
wrong.  In  reply  to  which  I  said  you  may  rest  assured  that  the  trouble 
is  in  the  gauge  and  not  in  the  safety  valve.  And  he  said  "  we  have 
screwed  down  valve  and  it  still  blows  off  at  38  lbs."  —  Page  8. 

It  appeared  from  the  testimony  of  one  of  the  witnesses,  who  was 
accustomed  to  being  about  locomotives,  that  he  with  a  companion 
happened  to  spend  two  hours  or  more  in  the  boiler  house  on  the 
day  preceding  the  explosion,  leaving  the  premises  at  about  1:30 
P.M.  He  stated  that  he  was  there  when  the  steam  got  up;  that  the 
safety  valve  started  to  blow  off  at  55  lbs.,  that  Mr.  Dunn  said  we 
need  more  than  that  to  run  the  conveyor  and  he  put  the  blower  on 
to  get  it  hot;  that  the  gauge  after  a  while  dropped  back  to  35  and 
the  safety  valve  blew  off  again  at  35  or  40  pounds.  That  Mr.  Dunn 
said  I  believe  we  shall  have  to  screw  down  the  safety  valve  a  little 
to  get  more  pressure  on  the  valve ;  "  she  is  not  fixed  right ; "  that 
Mr.  Ward  under  Mr.  Dunn's  directions  screwed  down  the  compres- 
sion screw  of  the  safety  valve  about  4^2  turns  and  still  it  seemed  to 
blow  off  at  35  or  40  pounds.  —  Page  9. 

The  next  morning,  Thursday,  December  29th,  the  morning  of  the 
accident,  the  fire  under  the  boiler  was  started  up,  but  the  steam 
gauge  worked  very  much  as  it  had  the  day  before,  and  the  safety 
valve  did  not  blow  off.  A  very  hot  fire  was  kept  going.  Charles 
F.  Peterson  testified  that  a  few  minutes  after  the  fire  was  started 
that  morning,  he  went  in  and  asked  Mr.  Dunn  if  they  were  going 
to  run  that  morning  and  Mr.  Dunn  said  "Yes,  I  worked  on  this 
boiler  all  yesterday  afternoon  until  late  last  night."  And  when  he 
asked  him  what  he  found  wrong,  Mr.  Dunn  said  that  he  found  that 
the  safety  valve  was  not  set  at  all.  Then  when  he  asked  him  if  he 
had  that  all  right  now  he  answered  "  Yes,  we  fixed  it  last  night." 

When  the  steam  gauge  indicated  a  pressure  of  8  pounds,  Mr. 
Dunn  turned  the  blower  partly  on,  whereupon  Mr.  Lasure  came  in  ■ 
and  said  "  Dunn  you  are  blowing  the  cinders  and  fire  out  through 
the  stack "  and  Dunn  said  "  Impossible."  Mr.  Lasure  said  "  You 
may  look  for  yourself."  Mr.  Dunn  looked  and  then  turned  it  so 
that  there  was  only  one-fourth  on.  The  fact  that  cinders  and  fire 
were  being  blown  out  that  way,  indicated  that  there  was  a  great 
pressure  of  steam  on.  —  Page  10. 

No  attempt  was  made  at  any  time  to  start  the  engine.  .  .  .  The 
boiler  exploded  at  about  9 :30  a.m.,  and  there  thus  seems  no  question 
that  at  that  time  the  pressure  indicated  by  the  steam  gauge  was 
about  40  pounds.  .  .  .  There  was  abundant  evidence  that  there  was 
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plenty  of  water  in  the  boiler  that  morning;  indeed,  the  fusible  plug 
was  found  after  the  explosion  to  be  intact.  —  Page  11. 

The  boiler  was  blown  into  a  great  many  fragments  and  many  of 
them  quite  small.  The  pieces  were  scattered  about  quite  generally. 
One  piece  was  blown  to  a  distance  of  427  feet  cutting  the  tops  of 
trees  on  its  way. 

Professor  Miller  who  made  the  tests  hereinafter  mentioned,  after 
looking  over  the  wreckage,  testified  as  follows :  "  Of  all  the  explo- 
sions I  have  seen,  this  one  is  in  more  pieces  than  I  have  ever  seen: 
it  is  a  more  complete  explosion,  more  of  a  wreck  than  I  have  ever 
examined." 

The  new  safety  valve  was  blown  to  quite  a  distance,  but  was 
uninjured.  It  was  soon  taken  possession  of  by  the  Police  Depart- 
ment and  securely  kept  in  order  that  it  might  be  tested  in  exactly 
the  condition  in  which  it  was  found  after  the  accident.  It  was 
taken  to  Boston  in  the  condition  in  which  it  was  found  and  tested 
at  the  works  of  the  Star  Brass  Company.  [It  was  also  tested  at 
the  works  of  the  General  Electric  Co.,  Pittsfield,  up  to  a  pressure  of 
155  pounds,  which  pressure  was  insufficient  to  open  the  valve.]  The 
first  test  was  a  hydrostatic  one  and  the  valve  lifted  at  225  pounds 
pressure.  Steam  was  then  applied  successively  and  it  lifted  at  220 
lbs.,  215,  212  and  210.  It  released  several  times  at  210.  The 
blow  back  was  found  to  be  34  pounds.  The  valve  originally  when 
set  at  80  pounds,  had  a  blow  back  of  4  or  5  lbs.  A  piece  of  the 
boiler  plate  was  taken  down  to  the  Massachusetts  Institute  of  Tech- 
nology to  be  tested  and  was  tested  by  Professor  Edward  F.  Miller 
who  had  had  charge  for  a  number  of  years  of  the  engineering 
department  in  the  Institute  and  who  conducts  all  experimental  work 
in  steam  that  is  done  there.  His  conclusions  from  the  tests  which 
he  made  he  stated  as  follows: 

It  seems  to  me  the  tensile  strength  of  the  plate  is  within  reasonable 
limits  of  what  we  might  expect  of  the  iron;  perhaps  a  little  low  if  any- 
thing, but  the  plate  seems  to  be  brittle  because  there  is  very  little  elon- 
gation, but  it  should  be  said  that  the  plate  was  strained  at  the  time  of 
the  explosion  and  so  would  not  show  much  ductility  after  having  been 
strained  as  it  would  if  it  were  tested  before  such  strain  had  occurred, 
and  this  plate  has  had  a  severe  strain  due  to  the  explosion,  and  if  you 
once  load  a  piece  beyond  a  certain  point  and  then  load  it  again,  it  is 
always  more  brittle  the  second  time.  —  Page  12. 

Relative  to  the  pressure,  the  material  portion  of  his  testimony  was 
as  follows: 

Q.  I  should  judge  from  what  you  say  that  from  the  fact  that  the  boiler 
was  blown  into  so  many  fragments,  you  think  that  there  was  a  high 
pressure.   A.  Yes  sir. 
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Q.  Have  you  anything  further  to  say  about  what  the  pressure  was, 
from  the  examination  you  made  on  the  pieces  of  iron  that  were  submitted 
to  you?  A.  I  cannot,  because  the  amount  of  damage  would  increase  with 
pressure  and  with  amount  of  water,  but  with  the  boiler  going  into  so 
many  pieces  at  once,  it  would  look  as  if  every  part  of  the  boiler  was 
strained  and  that  could  only  come  from  over  pressure.  If  the  boiler  had 
gone  only  in  one  part,  it  might  be  due  to  breaking  of  plate  or  defect 
in  that  part,  but  boiler  going  into  so  many  pieces  at  once  would  indicate 
that  the  whole  thing  was  near  the  breaking  point  and  of  course  metal 
being  somewhat  brittle  would  tend  to  make  it  go  into  fragments. 


Q.  Is  there  anything  so  far  that  leads  you  to  think  it  was  not  a  proper 
boiler  for  carrying  a  pressure  of  70  or  80  lbs?   A.  No  sir,  I  see  nothing. 


Q.  Is  it  safe  to  run  a  boiler  of  that  age  (40  years  old)  ?  A.  It  depends 
on  the  care  taken  of  it. 


Q.  What  is  apt  to  happen  to  them  as  they  grow  old?  A.  Pressure  has 
to  be  reduced.  Boilers  deteriorate  very  rapidly  if  not  in  use,  plates  get 
weaker  and  thinner,  stay  bolts  corrode,  stress  runs  up  inversely  as  the 
square  and  the  safe  pressure  is  reduced  quite  rapidly. 

Q.  Did  you  notice  if  stay  bolts  were  corroded?  A.  Yes  sir,  very 
slightly;  did  not  notice  particularly. 

Q.  Dangerously  so?   A.  I  do  not  think  so. 

Q.  Did  you  notice  the  crown  sheet?  A.  Could  not  turn  it  over;  saw 
the  bottom  side;  practically  no  great  distortion  on  crown  sheet. 

Q.  Did  you  see  anything  about  crown  sheet  that  indicated  whether  or 
not  it  had  any  part  to  play  in  the  accident?  A.  No  sir,  could  not  see  it 
had. 

Q.  Did  you  see  any  part  of  the  boiler  to  indicate  where  rupture  first 
occurred?    A.  No  sir,  I  cannot  tell. 

Q.  Can  you  go  so  far  as  to  say  that  it  went  off  all  at  once  or  cannot 
you  say?  A.  I  cannot  say,  but  think  very  likely  it  went  off  all  in  a 
second;  it  probably  happened  in  a  fraction  of  a  second.  —  Page  13. 

Mr.  Samuel  G.  Colt  who  has  had  a  great  deal  of  experience  with 
steam  boilers  and  who  studied  them  at  Sheffield  Scientific  School 
and  at  Cornell  University,  after  examining  the  premises  and  the  frag- 
ments of  the  boiler,  stated  that  the  fracture  in  the  parts  that  brace 
the  crown  sheet  were  fresh  ones  and  that  the  stay  bolts  were  all 
right,  indicating  that  the  boiler  was  in  good  condition ;  that  the  num- 
ber of  pieces  that  the  boiler  was  blown  into  would  indicate  a  high 
pressure  on  the  boiler  for  that  type  of  boiler;  that  when  a  boiler  lets 
go  all  over  as  this  did,  it  is  an  indication  of  the  pressure  being 
pretty  high  and  that  all  parts  were  strained  equally.  When  asked 
why  the  steam  gauge  did  not  register  correctly,  replied,  "  It  is  cus- 
tomary to  connect  a  siphon  from  a  water  pocket  with  the  steam 
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gauge  so  that  steam  does  not  go  directly  into  the  gauge  and  it  is 
quite  likely  that  the  interior  of  that  tube  became  filled  with  rust 
and  might  have  flaked  and  clogged  that  tube  so  that  gauge,  although 
correct,  might  not  be  able  to  get  the  correct  pressure  on  the  boiler." 

An  examination  was  made  of  several  parts  of  the  boiler  and  it 
was  found  that  no  laps  had  parted  and  that  there  were  no  fractures 
along  the  longitudinal  lap  seams.  There  was  nothing  in  the  testi- 
mony to  indicate,  nor  did  examinations  made  subsequent  to  the  ex- 
plosion disclose  any  weak  spot  in  the  boiler  which  had  been  overlooked 
in  its  inspection,  but,  on  the  contrary,  the  numerous  fragments  into 
which  the  boiler  was  blo^vn  would  seem  to  demonstrate  that  there  was 
no  such  spot,  and  that  when  the  pressure  of  steam  had  become  very 
great  the  whole  boiler  flew  into  pieces. 

And  I  am  unable  to  find  that  there  was  any  fault  whatsoever  in  the 
work  of  the  Inspection  Department  relative  to  this  boiler.  On  the 
other  hand,  since  I  have  learned  the  facts  in  this  case  and  the  methods 
pursued  by  this  Department,  I  am  inspired  with  confidence  in  its 
thoroughness  and  efficiency  and  have  words  of  commendation  only 
for  it.  I  am  informed  that  out  of  the  39,572  boilers  inspected  by  the 
Department  since  1893,  this  is  the  only  boiler  that  has  exploded. 
—  Page  14. 

On  page  5  of  the  report  of  Hon.  Charles  E.  Burke,  in 
describing  the  testimony  of  Inspector  Forbush  of  this  de- 
partment, it  says :  — 

He  took  off  the  steam  gauge  and  blew  out  the  small  pipe  which 
connects  the  gauge  with  the  boiler  and  tested  the  steam  gauge,  he 
made  such  examination  of  the  tubes  and  the  interior  of  the  shell  as 
could  be  gotten  at  through  the  hand  holes,  and  tried  all  the  stay 
bolts  that  he  could  get  at. 

On  page  17,  under  the  head  of  "Findings,"  the  Hon. 
Charles  E.  Burke  spoke  as  follows :  — 

That  the  above  mentioned  deceased  persons  came  to  their  deaths 
by  reason  of  the  explosion  of  said  boiler.  That  the  explosion  of  the 
boiler  was  due  to  a  pressure  of  steam  greatly  in  excess  of  the  pressure 
allowed  by  the  Inspection  Department,  and  caused  by  the  screwing 
down  of  the  compression  screw  on  the  safety  valve.  I  find  that  the 
reason  the  steam  gauge  failed  to  register  correctly  the  pressure  of 
steam,  was  probably  due  to  rust  from  the  pipe  underneath  it,  clogging 
the  stop  cock  of  the  steam  gauge. 

The  law  was  violated  in  the  following  respects : 
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In  substituting  a  new  safety  valve  of  larger  size  and  increased 
pressure  for  the  old  one. 

In  afterwards  tampering  with  the  safety  valve  and  thereby  gTeatly 
increasing  the  pressure  at  which  it  was  set  when  received. 

In  not  reporting  to  the  State  Inspector  the  fault  or  defect  in  the 
safety  valve  when  it  failed  to  work  and  register  properly  the  pres- 
sure of  steam,  for  it  would  seem  that  a  licensed  engineer  had  reason- 
able cause  to  know  that  the  safety  of  the  boiler  was  affected. 

I  do  not  find  that  the  unlawful  act  of  any  person  now  alive  con- 
tributed to  the  death  of  said  decedents. 

With  a  view  to  prevent  further  accidents  occurring  from  a  like 
cause,  I  desire  to  make  two  recommendations,  namely: 

That  the  law  be  so  amended  as  to  require  all  connections  between 
the  steam  gauge  and  the  boiler  shall  be  of  brass  or  other  metal  that 
does  not  rust.  And  that  all  safety  valves,  on  boilers  requiring 
licensed  engineers  to  run  them,  shall  be  locked  and  the  key  kept  in 
the  possession  only  of  the  State  Inspector  of  that  district  in  which 
the  boiler  is  located. 

The  chief  inspector  of  boilers  indorses  the  above  recom- 
mendations and  has  taken  up  with  the  Board  of  Boiler 
Rules  the  question  of  formulating  rules  as  outlined  by 
Judge  Burke,  and  the  Board  is  now  considering  going  still 
further  and  having  the  compression  screw  of  all  safety 
valves  screwed  down  to  a  shoulder,  similar  to  the  way  in 
which  the  police  pop  safety  valves  are  made,  so  that  even 
though  the  valve  were  unlocked  the  compression  screw  would 
have  to  be  removed  entirely  and  a  longer  one  substituted 
before  there  could  be  any  increase  in  the  pressure  at  which 
the  valve  would  blow. 

There  were  15,986  reports  of  boiler  inspections  made  by 
the  ten  companies  authorized  to  insure  boilers  in  this  Com- 
monwealth, received  by  this  department  for  the  year  ending 
Oct.  31,  1911,  as  against  15,972  reports  for  the  year  end- 
ing Oct.  31,  1910.  The  supervision  of  these  reports  in- 
volved a  large  amount  of  purely  clerical  work,  and  an  even 
greater  amount  of  technical  work,  which  was  required  to 
be  done  by  inspectors  of  steam  boilers  of  this  department. 
Every  one  of  these  reports  was  given  personal  supervision 
by  this  department,  to  see  that  the  data  called  for  by  the 
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report  were  all  there,  that  the  boiler  was  provided  with 
the  proper  appliance  for  safety,  as  prescribed  by  the  rules 
formulated  by  the  Board  of  Boiler  Eules,  or  that  the  in- 
spector had  given  the  insured  the  necessary  orders  to  supply 
the  deficiency;  also,  to  see  that  the  proper  factor  of  safety 
had  been  used  and  that  the  efficiency  of  the  longitudinal 
joint  was  correct,  and  to  make  sure  that  the  safe  working 
pressure  allowed  was  strictly  in  accordance  with  the  rules 
formulated  by  the  Board  of  Boiler  Kules.  This  supervi- 
sion also  applied  to  the  4,510  reports  on  inspections  made 
by  the  members  of  this  department. 

During  the  year  ending  Oct.  31,  1911,  there  have  been 
1,604  steam  boilers  constructed  to  the  Massachusetts  Stand- 
ard. In  addition,  11  boilers  designed  by  the  manufacturers 
to  the  Massachusetts  Standard  were  found  not  to  conform 
in  all  details  to  the  rules  formulated  by  the  Board  of  Boiler 
Eules,  and  were  not  passed  as  standard  boilers. 

During  the  year,  20  applicants  employed  by  the  different 
insurance  companies  doing  business  in  the  Commonwealth 
were  examined  for  certificates  of  competency  as  inspectors 
of  steam  boilers,  and  11  certificates  were  granted. 

There  were  92  prosecutions,  as  shown  on  page  135  of  this 
report,  and  the  fines  imposed  amounted  to  $1,107.34. 

Chapter  131  of  the  Acts  of  1909  provides  for  an  annual 
appropriation  of  $1,000  to  be  used  for  investigation  work, 
apparatus  and  for  maintenance  expenses  of  the  boiler  in- 
spection department.  Last  year's  appropriation  was  ex- 
pended in  the  investigation  of  the  boiler  explosions  at  ISTew 
Bedford  and  Pittsfield ;  for  the  purchase  of  additional  hydro- 
static pressure  test  pumps;  repairing  and  purchasing  test 
gages ;  gage-testing  outfits ;  maintenance  of  apparatus  and 
new  apparatus  in  branch  offices  and  in  the  central  office. 
State  House,  Boston;  also  to  defray  the  expenses  of  several 
chemical  and  physical  tests  made  on  boiler  plate  in  which 
lap  cracks  were  discovered,  boiler  plate  from  the  two  boilers 
which  exploded  and  tests  on  new  cast  steel. 

The  amount  received  by  the  chief  inspector  from  members 
of  the  boiler  inspection  department  during  the  year  ending 
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Oct.  31,  1911,  for  the  examination  of  applicants  for  li- 
censes as  engineers  and  firemen  was  $7,021,  and  for  the 
examination  of  applicants  for  licenses  as  operators  of  hoist- 
ing machinery  when  the  motive  power  is  mechanical  and 
other  than  steam,  $175.  The  amount  received  for  the  in- 
spection of  steam  boilers  was  $17,840,  making  a  total  of 
$25,036,  which  sum  has  been  paid  to  the  Treasurer  of  the 
Commonwealth.  The  system  of  handling  these  fees  is  as 
follows :  — 

On  Monday  of  each  week  the  inspector  forwards  a  state- 
ment of  the  fees  received  by  him  during  the  preceding  week, 
and  this  statement  is  checked  off  with  his  weekly  narrative 
of  applications  received  during  such  week,  and  the  boiler 
inspections  for  which  fees  have  been  received.  This  neces- 
sarily requires  careful  supervision  and  accurate  clerical 
work.  Each  inspector's  books  and  accounts  of  fees  received 
from  applicants  for  license  as  engineers  and  firemen,  and 
for  the  inspection  of  steam  boilers,  are  audited  by  the  chief 
inspector  at  intervals  of  six  months,  and  the  system  inaugu- 
rated is  such  that  each  inspector's  accounts  can  be  verified 
at  headquarters  at  any  time. 

The  handling  of  these  fees  takes  the  time  of  one  clerk  in 
the  Boston  ofiice  one  day  a  week,  and  it  is  safe  to  say  that 
between  making  out  the  bills  for  boiler  inspection  fees  and 
corresponding  fee  accounts,  and  collecting  the  bills,  at  least 
half  a  day  a  week  of  each  inspector's  time  is  consumed. 
The  general  oversight  of  the  clerical  work  and  the  auditing 
of  the  inspector's  accounts  take  much  of  the  time  of  the 
chief  inspector.  Therefore,  if  all  fees  were  paid  direct  to 
the  Treasurer  of  the  Commonwealth  it  would  relieve  the 
department  of  a  large  amount  of  clerical  work. 

The  following  list  shows  the  prosecutions  which  have  been 
made  by  the  inspectors  of  boilers :  — 
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8 

3 
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2 
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~ 
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then  ream  to  full  size  with  plates. 
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1 

20  00 
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3 

3 
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92 

61 

26 

4 

«1,107  34 

*  Placed  on  file  after  having  paid  inspection  fees. 


There  has  been  no  change  in  the  assignment  of  districts 
of  the  boiler  inspectors  since  1909,  but  the  districts  them- 
selves have  been  renumbered,  and  instead  of  stating  that  a 
district  includes  a  certain  county  and  perhaps  other  towns 
outside  of  the  county,  the  number  of  the  district  is  given 
and  the  names  of  the  cities  and  towns  included  in  it,  irre- 
spective of  the  county.  There  are,  therefore,  now  17  dis- 
tricts, and  2  inspectors  are  assigned  to  special  duty. 

ASSIGITMENTS  OF  DISTKICTS,  BOILER  IX- 
SPECTIOK 

The  following  assignments  of  districts  to  members  of  the 
boiler  inspection  department  are  now  in  force :  — 
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Amesbury 

Beverly 

Boxford 

Danvers 

Essex 

Georgetown 
Gloucester 
Groveland 


Lynn 

Lynnfield 

Nahant 


Andover 

Ashby 

Ayer 

Billeriea 

Carlisle 

Chelmsford 

Dracut 


INSPECTORS  OF  BOILERS. 
DISTRICT  No.  1. 

Henry  Bushek,  Boiler  Inspector. 

Office,  12  Kinsman  Block,  Salem. 

Hamilton  Newburyport 
Haverhill  North  Andover 

Ipswich  ,  Rockport 

Manchester  Rowley 
Marblehead  Salisbury 
Merrimac  Topsfield 
Middleton  Wenham 
Newbury  West  Newbury 


DISTRICT  No.  2. 

Charles  Ferguson,  Boiler  Inspector. 
Office,  12  Kinsman  Block,  Salem. 

Peabody  Saugus 
Revere  Swamp  scott 

Salem  Winthrop 


DISTRICT  No.  3. 

EDV7ARD  MoRAN,  Boiler  Inspector. 
Office,  71  Central  Block,  Lowell. 


Dunstable 

Groton 

Lawrence 

Littleton 

Lowell 

Methuen 

North  Reading 


Pepperell 

Shirley 

Tewksbury 

Townsend 

Tyngsborough 

Westford 

Wilmington 


DISTRICT  No.  4. 

George  A.  Luck,  Boiler  Inspector, 
Office,  3  State  House,  Boston. 
Acton  Concord  Waltham 

Arlington  Hudson  Watertown 

Bedford  Lexington  Wayland 

Belmont  Lincoln  Weston 

Boxborough  Maynard  Winchester 

Burlington  Stow  Woburn 

Cambridge  Sudbury 
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DISTRICT  No.  6. 

Harry  E.  Morton,  Boiler  Inspector, 
Office,  3  State  House,  Boston. 
Chelsea  Medford  Somerville 

Everett  Melrose  Stoneham 

Malden  Reading  Wakefield 

Also  Charlestown  (except  the  water  front). 


DISTRICT  No.  6. 

Willis  A.  Harlow,  Boiler  Inspector. 
Office,  3  State  House,  Boston. 
Boston  proper,  bounded  by  Causeway  Street,  Commercial  Street, 
Atlantic  Avenue,'  Essex  Street,  Boylston  Street,  Massachusetts 
Avenue  to  Charles  River,  and  Charles  River  to  Warren  bridge. 


DISTRICT  No.  7. 

George  D.  Mackintosh,  Boiler  Inspector, 
Office,  3  State  House,  Boston. 
Boston  proper  and  South  Boston,  bounded  by  Summer  Street 
Extension,    Atlantic   Avenue,    Essex    Street,    Boylston  Street, 
Massachusetts  Avenue,  Columbia  Road  to  the  water  front. 


DISTRICT  No.  8. 

James  W.  Evans,  Boiler  Inspector. 
Office,  3  State  House,  Boston. 
East  Boston  and  the  water  front,  from  Mystic  bridge  in  Charles- 
town  to  Summer  Street  Extension,  including  Charles  River  to 
Cottage  Farm  bridge;  also  Boston  harbor  and  the  islands  therein. 


DISTRICT  No.  9. 

John  McGrath,  Boiler  Inspector. 
Office,  3  State  House,  Boston. 
Boston,  south  of  Massachusetts  Avenue  and  Columbia  Road,  in- 
cluding :  — 

Allston  Jamaica  Plain  Roxbury 

Brighton  Mattapan  West  Roxbury 

Dorchester  Roslindale 
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DISTRICT  No.  10. 

Sturgis  C.  Baxter,  Boiler  Inspector. 
Office,  3  State  House,  Boston. 


Ashland 

Holbrook 

Norfolk 

Avon 

Holliston 

Norwood 

Bellingham 

Hopkinton 

Plainville 

Braintree 

Hull 

QUINCY 

Brookline 

Hyde  Park 

Randolph 

Canton 

Marlborough 

Sharon 

Cohasset 

Medfield 

Sherborn 

Dedham 

Medway 

Stoughton 

Dover 

MiUis 

Walpole 

Foxborough 

Milton 

Wellesley 

Framingham 

Natick 

Westwood 

Franklin 

Needham 

Weymouth 

Hingham 

Newton 

Wrentham 

DISTRICT  No.  11. 


Herbert  A.  Sullivan,  Boiler  Inspector. 
Office,  Hudner  Building,  Fall  River. 


Attleborough 

Berkley 

Chilmark 

Dartmouth 

Dighton 

Easton 

Edgartown 

Fall  River 

Freetown 


Gay  Head 

Gosnold 

Mansfield 

Nantucket 

North  Attleborough 

Norton 

Oak  Bluffs 

Raynham 

Rehoboth 


Seekonk 

Somerset 

Swansea 

Taunton 

Tisbury 

West  Tisbury 

Westport 


Abington 

Acushnet 

Barnstable 

Bourne 

Brewster 

Bridgewater 


DISTRICT  No.  12. 

Wilbert  E.  Simm,  Boiler  Inspector. 

Office,  Hudner  Building,  Fall  River. 

Brockton  Eastham 
Carver  Fairhaven 
Chatham  Falmouth 
Dennis  Halifax 
Duxbury  Hanover 


East  Bridgewater 


Hanson 
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JSJ  orwell 

Scituate 
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vyi  leans 
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X  CJJLL  Uixt^ 

W^areham 

|\/|  o  T*i  /^n 

X  lyinouiii 

W  eilneet 
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jriyuipLon 

West  Bridgewater 

Mashpe© 

Provincetown 

Whitman 

Mattapoisett 

Rochester 

Yarmouth 

Middleborough 

Rockland 

New  Bedford 

Sandwich 

DISTRICT  No.  13. 

James  B.  DeShazo,  Boiler  Inspector. 
Office,  476  Main  Street,  Worcester. 


Auburn 

Leicester 

Spencer 

Blackstone 

Mendon 

Sturbridge 

Brookfield 

Milford 

Sutton 

Charlton 

Millbury 

Upton 

Douglas 

Northbridge 

Uxbridge 

Dudley 

North  Brookfield 

Warren 

Grafton 

Oxford 

Webster 

Hopedale 

Southbridge 

West  Brookfield 

Also  the  city  of  Worcester  south  of  Shrewsbury,  Front  and 
Pleasant  streets. 


DISTRICT  No.  14. 

William  W.  Ramsay,  Boiler  Inspector. 
Office,  476  Main  Street,  Worcester. 


Ashburnham 

Holden 

Royalston 

Athol 

Hubbardston 

Rutland 

Bar  re 

Lancaster 

Shrewsbury 

Berlin 

Leominster 

Southborough 

Bolton 

Lunenburg 

Sterling 

Boylston 

New  Braintree 

Templeton 

Clinton 

Northborough 

West  Boylston 

Dana 

Oakham 

Westborough 

FlTCHBURG 

Paxton 

Westminster 

Gardner 

Petersham 

Winchendon 

Hardwick 

Phillipston 

Harvard 

Princeton 

Also  city  of  Worcester  north  of  Shrewsbury,  Front  and  Pleasant 
streets. 
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DISTRICT  No.  16. 


Freeman  H.  Sanborn,  Boiler  Inspector. 
Office,  21  Besse  Place,  Springfield. 


Agawam 

Blandford 

Brimfield 

Chester 

Chicopee 

East  Longmeadow 

Granville 

Hampden 


Holland 

Longmeadow 

Ludlow 

Monson 

Montgomery 

Palmer 

Russell 

Southwick 


Springfield 

Tolland 

Wales 

West  Springfield 

Westfield 

Wilbraham 


DISTRICT  No.  16. 


Arthur  F.  Lovering,  Boiler  Inspector. 
Office,  Masonic  Building,  Northampton. 


Amherst 

HOLYOKE 

South  Hadley 

Belchertown 

Huntington 

Southampton 

Chesterfield 

Leverett 

Shutesbury 

Cummington 

Middlefield 

Sunderland 

Easthampton 

Montague 

Ware 

Enfield 

New  Salem 

Warwick 

Erving 

Northampton 

WendeU 

Goshen 

Northfield 

Westhampton 

Granby 

Orange 

Williamsburg 

Greenwich 

Pelham 

Worthington 

Hadley 

Plainfield 

Hatfield 

Prescott 

DISTRICT  No.  17. 

Franklin  L.  Forbush,  Boiler  Inspector. 
Office,  Kimbell  Block,  North  Adams. 


Adams 

Colrain 

Hancock 

Alford 

Conway 

Hawley 

Ashfield 

Dalton 

Heath 

Becket 

Deerfield 

Hinsdale 

Bernardston 

Egremont 

Lanesborough 

Buckland 

Florida 

Lee 

Charlemont 

Gill 

Lenox 

Cheshire 

Great  Barrington 

Leyden 

Clarksburg 

Greenfield 

Monroe 
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Monterey 

Mount  Washington 
New  Ashf ord 
New  Marlborough 
North  Adams 
Otis 
Peru 


PiTTSFIELD 

Richmond 
Rowe 
Sandisfield 
Savoy- 
Sheffield 
Shelburne 


Stockbridge 

Tyringham 

Washington 

West  Stockbridg( 

Whately 

Williamstown 

Windsor 


SPECIAL  DUTY. 

Frank  C.  Hinckley,  Boiler  Inspector. 
Office,  3  State  House,  Boston. 

John  B.  Kearney,  Boiler  Inspector. 
Office,  3  State  House,  Boston. 


REPORTS  OF  INSPECTORS  OF  BOILERS. 
Report  of  Inspector  Henry  Bushek. 
District  No.  1. 

Boilers  inspected  internally,  186;  externally,  97,     .       .       .  283 

Defects  found  on  boilers,  468 

Boilers  ordered  repaired,  18 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,   .  253 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  62 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  11 

Number  of  boilers  condemned,  3 

Applications  received,  .  .  .  .  .  •  •  •  288 
Licenses  granted : 

First-class  engineers,  10 

Second-class  engineers,  12 

Third-class  engineers,  22 

Fourth-class  engineers,  20 

First-class  firemen,  5 

Second-class  firemen,  39 

Specials,  to  have  charge,  18 

Specials,  to  operate,  6 

Total,    132 

Applicants  rejected,  

Licenses  renewed,  "-"^ 

Licenses  revoked,  ^ 


1 
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Applications  received  for  licenses  as  operators  of  hoisting 


machinery,   73 

Licenses  granted,   69 

Applicants  rejected,   4 

Complaints  investigated,   89 

Prosecutions  for  violation  of  boiler-inspection  law,   ...  2 
Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,   4 

Fines  paid,   $55 


Report  of  Inspector  Charles  Ferguson. 
District  No.  1. 

Boilers  inspected  internally,  157  j  externally,  73,      .      .      .  230 

Defects  found  on  boilers,  101 

Boilers  ordered  repaired,  37 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  321 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  78 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  10 

Applications  received,  299 

Licenses  granted :  — 

First-class  engineers,  2 

Second-class  engineers,  2 

Third-class  engineers,  14 

Fourth-class  engineers,  8 

First-class  firemen,  14 

Second-class  firemen,  28 

Specials,  to  have  charge,  16 

Specials,  to  operate,  3 

Total,    87 

Applicants  rejected,  210 

Licenses  renewed,  319 

Licenses  revoked,  6 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  •     .  6 

Licenses  granted,  6 

Complaints  investigated,  22 

Prosecutions  for  violation  of  boiler-inspection  law,   ...  2 
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Report  of  Inspector  Edward  Moran. 
Districts  Nos.  1  and  2. 
Boilers  inspected  internally,  245;  externally,  32,    .       .       .  277 

Defects  found  on  boilers,  88 

Boilers  ordered  repaired,  52 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  512 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  38 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  18 

Number  of  boilers  condemned,  2 

Applications  received,  509 

Licenses  granted :  — 

First-class  engineers,  6 

Second-class  engineers,  14 

Third-class  engineers,  33 

Fourth-class  engineers,  8 

First-class  firemen,  48 

Second-class  firemen,  118 

Specials,  to  have  charge,  22 

Specials,  to  operate,  7 

Total,    256 

Applicants  rejected,  249 

Licenses  renewed,  404 

Licenses  revoked,  3 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  •       •       •  .18 

Licenses  granted,  I*^ 

Complaints  investigated,  27 

Prosecutions  for  violation  of  boiler-inspection  law,  .  .  2 
Fines  paid,  $20 


Report  of  Inspector  George  A.  Luck. 
District  No.  2. 

Boilers  inspected  internally,  72 ;  externally,  48,  .       .       .       .  120 

Defects  found  on  boilers,  26 

Boilers  ordered  repaired,  

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  ^^'^ 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 
applied,  
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Number  of  boilers  on  which  maximum  allowable  working 


pressure  was  reduced,  8 

Applications  received,  380 

Licenses  granted :  — 

First-class  engineers,  1 

Second-class  engineers,  6 

Third-class  engineers,  10 

First-class  firemen,  22 

Second-class  firemen,  42 

Specials,  to  have  charge,  14 

Specials,  to  operate,  1 

Total,    96 

Applicants  rejected,  246 

Licenses  renewed,  331 

Licenses  revoked,  5 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  4 

Complaints  investigated,  12 


Report  of  Inspector  Harry  E.  Morton. 
District  No.  2. 

Boilers  inspected  internally,  86 ;  externally,  57,  .       .       .       .  143 

Defects  found  on  boilers,  21 

Boilers  ordered  repaired,  14 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  288 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  75 

Number  of  boilers  on  which  maximum  allowable  working  ' 

pressure  was  reduced,  6 

Number  of  boilers  condemned,    .......  1 

Applications  received,  384 

Licenses  granted :  — 

First-class  engineers,  2 

Second-class  engineers,  10 

Third-class  engineers,  12 

Fourth-class  engineers,  9 

First-class  firemen,  16 

Second-class  firemen,  38 

Specials,  to  have  charge,  17 

Specials,  to  operate,  .6 

Total,    110 

Applicants  rejected,  194 

Licenses  renewed,  553 
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Applications  received  for  licenses  as  operators  of  hoisting 

machinery,   6 

Complaints  investigated,   5 

Prosecutions  for  violation  of  boiler  inspection  law,  ...  7 

Fines  paid,   $110 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,   13 

Fines  paid,   $110 


Report  of  Inspector  Willis  A.  Harlow. 
District  No.  9. 

Boilers  inspected  internally,  83;  externally.  111,       .       .       .  194 

Defects  found  on  boilers,  64 

Boilers  ordered  repaired,  19 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  221 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  112 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  3 

Applications  received,  196 

Licenses  granted :  — 

First-class  engineers,  5 

Second-class  engineers,  20 

Third-class  engineers,  29 

Fourth-class  engineers,  6 

First-class  firemen,  23 

Second-class  firemen,  .......  52 

Specials,  to  have  charge,  8 

Specials,  to  operate,  4 

Total,   .       .   147 

Applicants  rejected,  72 

Licenses  renewed,  151 

Licenses  revoked,  3 
Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  4 

Licenses  granted,  4 

Complaints  investigated,  63 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,  3 

Fines  paid,  ^^^^  '^-^ 
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Report  of  Inspector  Georoe  D.  Mackintosh. 
District  No.  9. 

Boilers  inspected  internally,  176;  externally,  129,     .       .       .  305 

Defects  found  on  boilers,  '      .  134 

Boilers  ordered  repaired,  37 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  866 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  142 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  33 

Number  of  boilers  condemned,  8 

Applications  received,  248 

Licenses  granted :  — 

Second-class  engineers,  3 

Third-class  engineers,  6 

Fourth-class  engineers,  4 

First-class  firemen,  11 

Second-class  firemen,  21 

Specials,  to  have  charge,    .    '  7 

Specials,  to  operate,  1 

Total,    53 

Applicants  rejected,  183 

Licenses  renewed,  307 

Licenses  revoked,  5 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  6 

Licenses  granted,  2 

Complaints  investigated,  36 

Prosecutions  for  violation  of  boiler-inspection  law,   ...  2 
Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,  3 

Fines  paid,  $20 


Report  of  Inspector  James  W.  Evans. 
District  No.  9. 

Boilers  inspected  internally,  193;  externally,  29,     .       .       .  222 

Defects  found  on  boilers,  197 

Boilers  ordered  repaired,    .       .       .    ,  56 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  295 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 
applied,  51 
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Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,   23 

Number  of  boilers  condemned,   2 

Applications  received,  252 

Licenses  granted :  — 

First-class  engineers,  4 

Second-class  engineers,  6 

Third-class  engineers,  H 

Fourth-class  engineers,  21 

First-class  firemen,  14 

Second-class  firemen,    .       .       .       .       .       ,  .49 

Specials,  to  have  charge,  13 

Specials,  to  operate,  9 

Total,    127 

Applicants  rejected,  121 

Licenses  renewed,  261 

Licenses  revoked,  2 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  14 

Licenses  granted,  36 

Applicants  rejected,  2 

Complaints  investigated,  18 

Prosecutions  for  violation  of  boiler-inspection  law,   ...  1 
Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,  2 

Fines  paid,  $10 


Report  of  Inspector  John  McGrath. 
District  No.  9. 

Boilers  inspected  internally,  130;  externally^  93,     .       .       .  223 

Defects  found  on  boilers,  90 

Boilers  ordered  repaired,  8 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  261 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  ^9 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,,  ^ 

Applications  received,  491 

Licenses  granted :  — 

First-class  engineers,  H 

Second-class  engineers,  20 

Third-class  engineers,  


1 
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Fourth-class  engineers,  7 

First-class  firemen,  51 

Second-class  firemen,  88 

Specials,  to  have  charge,  28 

Specials,  to  operate,  6 

Total,    243 

Applicants  rejected,  237 

Licenses  renewed,  531 

Licenses  revoked,  2 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  7 

Complaints  investigated,  26 

Prosecutions  for  violation  of  boiler-inspection  law,  ...  2 

Fines  paid,  $75 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,  3 

Fines  paid,  $20 


Report  of  Inspector  Sturgis  C.  Baxter. 
District  No.  3. 

Boilers  inspected  internally,  180;  externally,  61,     .       .       .  241 

Defects  found  in  boilers,  9 

Boilers  ordered  repaired,  7 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  198 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  66 

Number  of  boilers  on  which  maximum  allowable  working- 
pressure  was  reduced,  2 

Applications  received,  496 

Licenses  granted :  — 

First-class  engineers,  9 

Second-class  engineers,  19 

Third-class  engineers,  41 

Fourth-class  engineers,  9 

First-class  firemen,  39 

Second-class  firemen,  96 

Specials,  to  have  charge,  19 

Specials,  to  operate,  3 

Total,   .   235 

Applicants  rejected,  249 

Licenses  renewed,  494 
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Applications  received  for  licenses  as  operators  of  hoisting 

machinerj',   9 

Complaints  investigated,   18 

Prosecutions  for  \'iolatiou  of  engineers'  and  firemen's  li- 
cense law,   1 

Fines  paid,   $15 


Report  of  Inspector  Herbert  A.  Sullivan. 
District  No.  6. 

Boilers  inspected  internally,  249;  externally,  177,     .       .       .  426 

Defects  found  on  boilers,  499 

Boilers  ordered  repaired,  55 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  378 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  198 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  52 

Number  of  boilers  condemned,  6 

Applications  received,  564 

Licenses  granted :  — 

First-class  engineers,  11 

Second-class  engineers,  15 

Third-class  engineers,  25 

Fourth-class  engineers,  20 

First-class  firemen,  42 

Second-class  firemen,  105 

Specials,  to  have  charge,  22 

Specials,  to  operate,  15 

Total,   .       .   255 


317 

612 

5 

Applications  received  for  licenses  as  operators  of  hoisting 

Q 

o 

Complaints  investigated,  

.  52 

Prosecutions  for  violation  of  boiler-inspection  law,  . 

2 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 

12 

Fines  paid,  

.  $230 
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Report  of  Inspector  Wilbert  E.  Simm. 


District  No.  4. 

Boilers  inspected  internally,  188;  externally,  71,       .       .       .  259 

Defects  found  on  boilers,  474 

Boilers  ordered  repaired,  46 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  379 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  82 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  30 

Number  of  boilers  condemned,  5 

Applications  received,  467 

Licenses  granted :  — 

First-class  engineers,  6 

Second-class  engineers,  7 

Third-class  engineers,  16 

Fourth-class  engineers,  17 

First-class  firemen,  19 

Second-class  firemen,  81 

Specials,  to  have  charge,  24 

Specials,  to  operate,  14 

Total,    184 

Applicants  rejected,  256 

Licenses  renewed,       .       ,  499 

Licenses  revoked,  2 

Complaints  investigated,  19 

Prosecutions  for  violation  of  boiler-inspection  law,   ...  1 
Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,  5 

Fines  paid,  $80 


Report  of  Inspector  James  B.  DeShazo. 
District  No.  5. 

Boilers  inspected  internally,  165;  externally,  27,  .        .       .  192 

Defects  found  on  boilers,  393 

Boilers  ordered  repaired,  25 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  225 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  47 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  23 
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Number  of  boilers  condemned,  10 

Applications  received,        .  521 

Licenses  granted :  — 

First-class  engineers,  14 

Second-class  engineers,  19 

Third-class  engineers,  30 

Fourth-class  engineers,  25 

First-class  firemen,  53 

Second-class  firemen,  155 

Specials,  to  have  charge,  26 

Specials,  to  operate,  22 

Total,   .   344 

Applicants  rejected,  176 

Licenses  renewed,  470 

Licenses  revoked,  5 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  11 

Licenses  granted,  5 

Complaints  investigated,  43 


Report  of  Inspector  William  W.  Ramsay. 
District  No.  5. 

Boilers  inspected  internally,  187;  externally,  120,    .       .       .  307 

Defects  found  on  boilers,   .  519 

Boilers  ordered  repaired,  36 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  507 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  117 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  .24 

Number  of  boilers  condemned,  3 

Applications  received,  519 

Licenses  granted :  — 

First-class  engineers,  7 

Second-class  engineers,  16 

Third-class  engineers,  36 

Fourth-class  engineers,       .       .       ...  .  16 

First-class  firemen,  46 

Second-class  firemen,  96 

Specials,  to  have  charge,  41 

Specials,  to  operate,  23 

Total,    281 
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Applicants  rejected,   227 

Licenses  renewed,       .........  503 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,   8 

Licenses  granted,                                                              .  8 

Complaints  investigated,   39 

Prosecutions  for  violation  of  boiler-inspection  law,  ...  2 

Fines  paid,   $40 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,   1 


Report  op  Inspector  Freeman  H.  Sanborn. 
District  No.  7. 

Boilers  inspected  internally,  114;  externally,  104,     .       .       .  218 

Defects  found  on  boilers,  11 

Boilers  ordered  repaired,  6 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  270 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  106 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  11 

Number  of  boilers  condemned,  1 

Applications  received,  407 

Licenses  granted :  — 

First-class  engineers,    .  3 

Second-class  engineers,  12 

Third-class  engineers,  19 

Fourth-class  engineers,  37 

First-class  firemen,  61 

Second-class  firemen,  108 

Specials,  to  have  charge,  22 

Specials,  to  operate,  20 

Total,    282 

Applicants  rejected,  126 

Licenses  renewed,  435 

Licenses  revoked,  1 

Applications  received  for  licenses  as  operatoi^  of  hoisting 

machinery,  1 

Licenses  granted,  1 

Complaints  investigated,   .  .26 

Prosecutions  for  violation  of  boiler  inspection  law,  ...  3 

Fines  paid,  $40 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,        .  1 
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Report  of  Inspector  Arthur  F.  Lovering. 
District  No.  7. 

Boilers  inspected  internally,  143;  externally,  106,     .       .  .249 

Defects  found  on  boilers,  41 

Boilers  ordered  repaired,  30 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  402 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  116 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  47 

Applications  received,  477 

Licenses  granted :  — 

First-class  engineers,  3 

Second-class  engineers,        ......  2 

Third-class  engineers,  21 

Fourth-class  engineers,  19 

First-class  firemen,  31 

Second-class  firemen,  105 

Specials,  to  have  charge,  18 

Specials,  to  operate,  14 

Total,    213 

Applicants  rejected,  263 

Licenses  renewed,  246 

Licenses  revoked,   .  1 

Complaints  investigated,  23 

Prosecutions  for  violation  of  boiler-inspection  law,    ...  1 

Fines  paid,  $40 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,  2 

Fines  paid,  $10 


Report  of  Inspector  Franklin  L.  Forbush. 
District  No.  8. 

Boilers  inspected  internally,  255;  externally,  104,     .       .       .  359 

Defects  found  on  boilers,  1''^'' 

Boilers  ordered  repaired,  ^3 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  '^42 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  '^^ 
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Number  of  boilers  condemned,  6 

Applications  received,  391 

Licenses  granted :  — 

First-class  engineers,  2 

Second-class  engineers,  3 

Third-class  engineers,  37 

Fourth-class  engineers,  15 

First-class  firemen,  41 

Second-class  firemen,  76 

Specials,  to  have  charge,  16 

Specials,  to  operate,  8 

Total,    198 

Applicants  rejected,  184 

Licenses  renewed,  283 

Licenses  revoked,  3 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  5 

Licenses  granted,  4 

Applicants  rejected,  1 

Complaints  investigated,  24 

Prosecutions  for  violation  of  engineers'  and  firemen's  li- 
cense law,  1 


Report  of  Inspector  Frank  C.  Hinckley. 
Special  Duty. 

Boilers  inspected  internally,  73;  externally,  56,       .       .       .  129 

Defects  found  on  boilers,  186 

Boilers  ordered  repaired,  49 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  515 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  72 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  22 

Number  of  boilers  condemned,  1 

Applications  received,  55 

Licenses  granted :  — 

First-class  engineers,  1 

Third-class  engineers,  5 

First-class  firemen,  2 

Second-class  firemen,  15 

Specials,  to  have  charge,  1 

Specials,  to  operate,  1 

Total,    25 
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Applicants  rejected,   46 

Licenses  renewed,   87 

Complaints  investigated,   6 

Prosecutions  for  violation  of  boiler-inspection  law,   ...  4 

Fines  paid,   $30 

Prosecutions  for  violation  of  engineers'  and  firemen's 

license  law,   10 

Fines  paid,   $155 


Report  of  Inspector  John  B.  EIearney. 
Special  Duty. 

Boilers  inspected,  internally,  109;  externally,  24,      .       .       .  133 

Defects  found  on  boilers,  77 

Boilers  ordered  repaired,  49 

Appendages  ordered  or  defective  appendages  ordered  re- 
paired or  replaced,  210 

Number  of  boilers  on  which  hydrostatic  pressure  test  was 

applied,  36 

Number  of  boilers  on  which  maximum  allowable  working 

pressure  was  reduced,  25 

Applications  received,  77 

Licenses  granted :  — 

Third-class  engineers,  2 

First-class  firemen,  4 

Second-class  firemen,  11 

Specials,  to  have  charge,  5 

Specials,  to  operate,  6 

Total,    28 

Applicants  rejected,  Ill 

Licenses  renewed,       .........  322 

Applications  received  for  licenses  as  operators  of  hoisting 

machinery,  I 

Complaints  investigated,  31 
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EEPOETS  OF  ACCIDENTS  IN  MANUFACTURING  AND 
MERCANTILE  ESTABLISHMENTS. 


One  of  the  most  important  features  in  the  work  of  a  fac- 
tory inspector  is  the  investigation  of  accidents,  as  it  is  neces- 
sary to  study  the  subject  from  every  point  of  view  in  order, 
so  far  as  possible,  to  ascertain  the  best  methods  for  guarding 
against  their  recurrence.  Similar  circumstances  in  connec- 
tion with  most  of  the  accidents  reported  are  natural  and 
inevitable,  and  the  chief  interest  is  to  note  the  operation 
and  effect  of  any  measures  adopted  to  secure  all  possible 
means  of  safety  to  the  operatives  of  machinery  in  indus- 
trial establishments.  'No  opportunity  is  permitted  to  pass 
without  the  necessary  steps  being  taken  to  preserve  the  em- 
ployees from  accident.  It  has  ever  been  the  intent  of  the 
Legislature  of  this  Commonwealth  to  consider  the  personal 
security  of  its  industrial  employees  as  a  sacred  trust  which 
should  be  guarded  with  every  precaution,  and  it  has  always 
been  one  of  the  chief  aims  of  the  inspectors  of  this  depart- 
ment to  cause  every  possible  provision  to  be  made  for  the 
prevention  of  accidents,  which  experience  has  shown  to  have 
been  in  a  great  measure  effectual. 

The  importance  and  usefulness  of  recording  industrial 
accidents  is  not  limited  merely  to  the  furnishing  of  such  in- 
formation as  shall  give  the  number  of  such  accidents,  in 
connection  with  certain  activities  of  the  Commonwealth,  but 
it  also  enables  the  inspector  to  classify  those  occupations 
and  machines  which  are  dangerous  in  their  performance  or 
construction;  thus  he  becomes  acquainted  with  the  necessity 
for  adequate  guards  to  be  placed  on  such  machines  for  the 
proper  protection  of  the  persons  operating  them.  It  is  very 
difficult  at  times  to  determine  just  how  and  where  a  guard 
should  be  located,  as  danger  to  life  and  limb  exists  in  so 


1912.]  PUBLIC  DOCUMENT  — No.  32. 


161 


many  unexpected  places.  The  possibility  of  accident  will 
always  be  present  and  accidents  will  always  occur;  many 
are  caused  by  unforeseen  circumstances  such  as  cannot  be 
anticipated  and  are  consequently  unpreventable ;  a  large  per- 
centage, however,  are  known  to  be  due  to  well-understood 
causes,  being,  therefore,  more  or  less  preventable  and  under 
control. 

Manufacturers  in  general  express  a  desire  and  intent  to 
secure  proper  safeguards  for  their  machinery,  and  they  are 
at  all  times  willing  to  accept  and  comply  with  the  various 
orders  and  suggestions  given  by  the  inspectors,  to  the  end 
that  they  may  more  fully  increase  the  assurances  of  safety 
and  comfort  of  their  employees.  There  has  always  been 
present,  in  a  more  or  less  degree,  the  element  of  danger  in 
connection  with  the  operation  of  machinery,  whatever  de- 
vices or  methods  may  be  resorted  to  for  protection  from 
accident.  The  cause  of  accidents  cannot  in  every  case  be 
charged  to  the  neglect  or  indifference  of  the  employer ;  care- 
lessness on  the  part  of  employees  is  frequently  to  blame. 
For  example,  complaints  have  often  been  received  that  manu- 
facturers have  failed  to  provide  the  necessary  and  proper 
safeguards  for  certain  machinery,  and  investigation  has 
shown  that  the  guard  has  been  removed  by  the  employee, 
thus  producing  an  opportunity  for  a  fatal  or  dangerous  in- 
jury. Most  of  the  employees  are  fully  aware  of  the  danger 
likely  to  result  from  cleaning  machinery  while  in  motion, 
but  accidents  from  such  causes  are  of  frequent  occurrence ; 
reference  to  the  detailed  record  of  fatal  accidents  furnished 
in  the  latter  part  of  this  report  will  show  that  a  large  num- 
ber occurred  from  carelessness  on  the  part  of  the  victims. 

In  some  cases  the  construction  of  the  machinery  necessary 
for  the  work  designed  renders  it  difficult,  if  not  impossible, 
to  provide  proper  safeguards  which  shall  not  interfere  with 
its  regular  operation;  such  machinery,  however,  is  generally 
confined  to  work  where  the  operatives  employed  are  thor- 
oughly trained  in  the  knowledge  of  the  risks  to  which  they 
are  liable  to  be  exposed,  the  very  nature  of  the  work  being 
a  reminder  of  the  danger. 

The  statute  providing  for  reports  of  accidents  to  be  fur- 


162      REPORT  CHIEF  OF  DISTRICT  POLICE.  [Jan. 

nished  to  the  Chief  of  this  force  is  contained  in  the  Acts 
of  1909,  chapter  514,  section  144,  and  reads  as  follows:  — 

All  manufacturers,  manufacturing  corporations  and  proprietors 
of  mercantile  establishments  shall  forthwith  send  to  the  chief  of  the 
district  police  a  written  notice  of  any  accident  to  an  employee  while 
at  work  in  any  factory,  manufacturing  or  mercantile  establishment 
operated  by  them,  if  the  accident  results  in  the  death  of  said 
employee  or  in  such  bodily  injury  as  to  prevent  him  from  returning 
to  his  work  within  four  days  thereafter.  The  chief  of  the  district 
police  shall  forthwith  transmit  to  the  sender  of  such  notice  a  written 
or  printed  acknowledgment  of  the  receipt  thereof,  and  he  shall  keep 
a  record  of  all  accidents  so  reported  to  him,  of  the  name  of  the  per- 
son injured,  of  the  city  or  town  in  which  the  accident  occurred  and 
the  cause  thereof,  and  shall  include  an  abstract  of  said  record  in  his 
annual  report.  Whoever  fails  to  send  notice  of  an  accident  as 
required  by  this  section  shall  be  punished  by  a  fine  of  not  more  than 
twenty  dollars. 

It  will  be  noted  that  the  statute  is  general  in  its  provi- 
sions, making  no  distinction  as  to  any  particular  class  of 
accidents  to  be  reported.  Whatever  may  be  the  source  of 
injury  to  an  employee  in  any  of  the  establishments  named, 
whether  caused  by  machinery  in  motion  or  by  other  means, 
should  it  occur  within  the  limits  of  the  factory,  it  comes 
under  the  requirements  of  the  statute,  and  hence  a  report  of 
every  such  accident  must  be  sent  to  the  Chief  of  the  Dis- 
trict Police.  It  is  also  necessary,  to  fully  comply  with  the 
statute,  that  every  accident  reported  shall  be  recorded,  no 
special  class  of  accidents  being  defined  or  specified  in  the 
statute. 

The  total  number  of  accidents  which  have  been  reported 
during  the  year  was  5,789,  of  which  74  were  fatal,  591 
serious  and  5,124  slight  in  their  character.  This  is  a  total 
increase  of  657  over  the  preceding  year,  but  I  am  satisfied 
that  such  increase  does  not  imply  that  there  is  an  increase 
in  the  number  of  accidents  actually  occurring,  but  is  due 
to  the  fact  that  the  attention  of  the  various  parties  interested 
has  been  called  to  the  requirements  of  the  law.  The  total 
number  of  accidents  reported  as  caused  by  machinery  was 
4,462,  or  more  than  77  per  cent. 
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It  is,  of  course,  impossible  to  estimate  the  number  of 
accidents  which  might  have  occurred  had  the  proper  guard- 
ing of  machinery  been  neglected ;  it  must  certainly,  however, 
be  granted  that  a  very  large  number  have  been  prevented 
by  the  provisions  of  the  best  known  appliances  for  safety 
and  the  consequent  elimination  of  much  danger  and  risk. 
New  and  improved  machinery  is  constantly  being  installed 
in  the  various  industrial  establishments,  and  new  devices 
ordered  and  provided  for  the  prevention  of  accidents,  and 
while  accidents  cannot,  as  before  suggested,  be  entirely  pre- 
vented, they  can  be  and  they  are  materially  reduced  by  the 
introduction  of  such  devices. 

By  a  comparison  of  the  records  of  accidents  reported,  it 
is  to  be  observed  that  a  very  large  number  (23  per  cent.) 
occurred  from  causes  having  no  connection  with  the  opera- 
tion of  machinery  or  motive  power.  In  this  respect  there 
is  but  slight  variation  from  year  to  year.  A  large  number 
of  cases  are  also  reported  which  a  reasonable  interpretation 
of  the  law  could  not  possibly  consider  as  coming  within  its 
requirements,  such  as  cases  of  fainting,  heart  trouble  and 
every  kind  of  illness  that  is  liable  to  occur  to  an  employee 
while  at  work. 

Immediately  upon  receipt  of  accident  reports  in  this 
office,  they  are  carefully  read,  and  whenever  an  accident  is 
shown  to  have  been  fatal,  or  it  appears  that  it  may  have 
been  caused  by  unguarded  machinery,  the  case  is  immedi- 
ately investigated  by  the  inspector  of  the  district  and 
necessary  action  taken.  The  more  serious  accidents  are  also 
carefully  investigated;  but  frorii  the  number  of  accidents 
reported  it  will  be  seen  that  it  is  impossible  to  fully  investi- 
gate every  accident.  Many  of  the  accidents  reported  do  not 
require  investigation,  from  the  fact  that  the  manufacturers 
and  others  reporting  them  are  very  careful  to  advise  fully 
every  particular  in  regard  to  the  accident,  giving  the  extent 
of  the  injury  and  the  cause  of  its  happening. 

We  find  this  year,  as  we  have  always  found,  that  a  very 
large  number  of  accidents  reported  could  have  been  pre- 
vented had  reasonable  care  been  taken  by  the  persons  sus- 
taining the  injuries.    This  is  especially  noticeable  among 
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those  who  were  injured  by  machinery,  such  injuries  being 
caused  by  attempting  to  clean  or  oil  machinery  while  in 
motion,  and  in  consequence  of  the  persons  using  or  in  charge 
of  elevators  neglecting  to  take  the  necessary  precautions 
when  operating  the  same.  Of  the  4,383  accidents  resulting 
from  the  operation  of  machinery,  1,785,  or  more  than  40 
per  cent.,  were  caused  by  such  action,  and  of  the  79  acci- 
dents which  occurred  in  connection  with  elevators,  40,  or 
more  than  50  per  cent,  were  caused  through  such  careless- 
ness. It  would  seem  that,  under  such  conditions,  safeguards 
are  of  no  avail,  due  care  being  necessary  at  all  times  in 
order  to  avoid  accidents  and  the  resultant  suffering. 

The  various  causes  of  accidents  and  the  number  of  those 
injured  from  each  cause  are  given  in  the  following  list, 
such  statement  showing  whether  the  results  were  fatal  or 
otherwise :  — 


Cause. 

Fatal. 

Otherwise. 

Injured  by:  — 

Machinery  in  cotton,  woolen  and  paper  mills  and  shoe  factories,  . 

3 

2,698 

Machinery  in  planing  or  saw  mills,  iron  works  or  other  mechanical 
works. 

Shafting,  belting  or  pulleys,  

4 

9 

1,486 
183 

Elevators,  or  while  working  about  the  san 
caught  between  car  and  flooring. 

le,  the  majority  being 

8 
5 

71 
9 

5 

4 

330 

Receiving  electric  shock  

9 

10 

12 

190 

Being  struck  by  heavy  weights, 

4 

201 

110 

Splinters,  etc.,  all  being  slight  in  nature, 

54 

Vaaous  causes  not  specified  above,  . 

16 

368 

Totals,  

74 

5,715 

The  following  is  a  statement  of  the  principal  accidents, 
showing  the  nature  of  the  injuries  and  the  various  parts  of 
the  body  injured.  The  fatal  accidents  are  not  included  in 
this  statement:  — 
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Nature  of  Injuries. 


Injuries  to  — 

One  lost. 

Two  lost. 

Three  lost. 

Four  lost. 

Fractured. 

Broken. 

Dislocated. 

Cut  or  Bruised. 

Burned  or  scalded. 

General  Injuries. 

Totals. 

Bodies,  . 

ol 

12 

67 

116 

Heads,  . 

253 

8 

2 

268 

Faces, 

1 
1 

146 

40 

1 

189 

Eyes, 

4 

249 

31 

284 

Ears, 

1 

1 

1 

18 

Noses, 

2 

32 

17 

52 

Neck, 

0 

V 

12 

21 

Collar  bones,  . 

3 

3 

2 

8 

Shoulders, 

4 

2 

11 

UD 

D 

88 

Arms, 

10 

26 

42 

7/1 

4 

457 

Elbows,  . 

g 

1 

2 

0 

1 

56 

Wrists, 

15 

9 

124 

10 

c 
0 

IRQ 

Hands,  . 

9 

11 

4 

1 

707 

52 

11 

7Q1 
IvO 

Fingers,  . 

84 

25 

8 

16 

37 

27 

6 

1,720 

14 

1,937 

Thumbs, 

24 

7 

7 

1 

562 

2 

603 

Chests,  . 

16 

5 

22 

Abdomens, 

31 

1 

4 

36 

Backs, 

74 

4 

2 

80 

Sides,  . 

41 

3 

2 

46 

Ribs, 

34 

20 

8 

62 

Legs, 

14 

19 

145 

14 

192 

Hips, 

5 

43 

2 

1 

51 

Knees, 

3 

1 

81 

1 

86 

Ankles,  . 

4 

7 

1 

103 

25 

3 

143 

Feet, 

8 

7 

1 

402 

91 

8 

517 

Toes, 

3 

17 

14 

1 

287 

7 

329 

In  addition  to  the  results  of  accidents  as  enumerated  in 
the  above  statement,  there  was  a  large  number  reported 
which  did  not  result  in  serious  or  permanent  injuries,  being 
of  such  nature  that  full  and  speedy  recovery  would  naturally 
take  place  within  a  reasonable  period  of  time. 
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Among  the  more  serious  accidents  were  the  following :  — 
A  man  while  walking  along  an  iron  beam  on  the  fifth 
floor,  either  slipped  or  lost  his  balance  and  fell  to  the  third 
floor,  fracturing  three  ribs  and  receiving  a  scalp  wound; 
another  man  attempted  to  put  a  belt  on  a  pulley  and  was 
caught  by  the  arm,  whirled  round  the  shaft  several  times, 
his  right  arm  was  taken  off  and  both  legs  broken;  an  ele- 
vator operator  had  both  legs  fractured  in  consequence  of 
the  elevator  which  he  was  operating  falling  five  stories  to 
the  basement;  for  some  reason  a  woman  operating  a  folding 
machine  put  her  head  under  the  feed  bar  while  the  machine 
was  in  motion,  her  hair  was  caught  and  wound  round  the 
feed  bar,  resulting  in  its  being  torn  from  her  head,  and 
a  severe  laceration  of  the  scalp;  while  standing  on  a  step- 
ladder,  a  man  slipped  and  came  in  contact  with  some  live 
feed  wires,  falling  to  the  floor  and  fracturing  his  skull; 
while  taking  a  card  from  a  machine  operator,  a  man's  sleeve 
was  caught  in  a  chain,  his  left  arm  drawn  into  the  frame, 
breaking  it  in  two  places,  his  shoulder  and  side  were  also 
badly  bruised ;  while  riding  on  an  elevator  a  man  projected 
his  right  foot  over  the  floor  of  the  car,  it  was  caught  be- 
tween floor  and  car,  resulting  in  the  loss  of  three  toes;  con- 
tusions, lacerations  and  bruises  of  the  head,  and  possibly 
a  fractured  skull,  were  received  by  a  man  who  fell  and 
struck  his  head  on  the  edge  of  a  "  pan  "  on  the  floor ;  while 
cleaning  the  gears  of  a  calendar  machine,  in  motion,  the 
cloth  became  caught  in  the  gears,  carrying  a  man's  hand 
through,  and  crushing  it;  a  man's  sleeve  was  caught  on 
the  set  screws  of  a  scoring  machine,  his  right  arm  being 
drawn  between  the  belt  and  pulley,  breaking  the  forearm; 
fractures  of  the  left  ankle  and  right  knee  were  caused  by 
a  man  being  caught  and  carried  around  the  shafting  when 
putting  a  belt  on  a  running  pulley ;  while  working  around 
"  cloth  tanks,"  the  cloth  became  caught  in  a  revolving  shaft 
and  twisted  a  man's  right  arm  around  the  shaft,  severing 
it  between  the  wrist  and  elbow ;  while  fixing  a  belt  on  a  run- 
ning pulley,  a  man's  arm  was  caught  and  severed  above 
the  elbow;  a  man  had  his  leg  crushed  above  the  knee,  while 
sitting  on  a  roving  box,  his  leg  being  extended  over  the  floor 
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of  an  elevator,  and  coming  in  contact  with  the  floor  and 
box;  while  a  picker  machine  was  in  motion,  the  operator 
opened  the  door  which  enclosed  the  cylinder,  catching  his 
left  hand,  resulting  in  the  loss  of  the  fingers;  in  trying  to 
press  the  signal  button,  while  riding  on  a  freight  elevator, 
the  hand  of  a  woman  was  caught  in  the  arm  of  an  auto- 
matic trap,  her  right  thumb  being  torn  off;  a  man  was 
cleaning  a  card,  while  in  motion,  and  in  some  way  fell  and 
struck  a  pulley,  his  head  being  wedged  between  the  rim  of 
the  pulley  and  head  of  the  cylinder,  causing  a  severe  cut 
from  the  right  eye  to  the  ear,  also  a  laceration  of  the  chin; 
the  arm  of  a  man  was  broken  in  three  places,  in  consequence 
of  being  pulled  over  a  shaft  when  his  hand  was  caught,  while 
loosening  a  belt;  a  valve  burst  and  escaping  steam  burned 
an  engineer  very  badly  about  the  limbs  and  body;  a  woman 
was  cleaning  machinery,  in  motion,  and  the  cloth,  becoming; 
caught,  pulled  her  hand  through  the  chain  opener,  frac- 
turing her  arm  in  two  places  and  cutting  off  two  fingers; 
a  man  received  scalp  wounds  and  a  fractured  elbow  and 
ankle,  by  being  caught  in  a  large  pulley  belt  and  thrown 
to  the  floor  as  he  was  adjusting  a  small  driving  belt ;  a  man 
working  on  a  loom  was  caught  in  the  belt,  and  received  con- 
tusion and  laceration  of  right  side  of  the  face,  left  ear  and 
left  arm ;  a  man  intending  to  load  a  case  on  to  an  elevator, 
failed  to  notice  the  elevator  had  been  removed,  and  while 
trying  to  prevent  the  case  from  falling  into  the  well,  fell 
two  stories  down  the  well  himself,  breaking  one  bone  of  the 
left  forearm  and  dislocating  another;  the  cylinder  head 
blew  out  of  a  horizontal  engine,  allowing  the  steam  to  escape, 
which  scalded  the  hands,  arms,  neck  and  face  of  a  man; 
while  starting  up  block  on  frame,  with  his  hand  leathers 
on,  the  leathers  caught  between  the  wire  and  block,  carrying 
the  man  around  and  breaking  his  right  leg  above  the  knee; 
while  passing  a  steel  tape  over  a  shaft  and  beam,  it  fell,  and 
in  reaching  for  it,  a  man's  jumper  caught  on  the  edge  of 
the  guard  and  carried  him  around  the  shafting,  causing  a 
fractured  femur,  right  leg,  and  multiple  contusions  of  left 
side;  a  man's  eye  had  to  be  removed  in  consequence  of  a 
piece  of  steel  flying  into  it,  while  he  was  working  on  a 
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stretcher  frame;  a  man  fell  into  a  tank  of  acid  and  was 
badlj  burned  from  hips  to  knees;  a  man's  right  foot  was 
caught  between  floor  of  elevator  and  floor  of  building^  the 
foot  being  crushed  near  the  instep,  and  a  toe  broken;  a 
man's  hand  slipped  between  the  steel  casing  of  a  card 
cylinder  and  the  wire  cloth  on  face  of  cylinder,  scraping 
flesh  oft'  back  of  hand  from  wrist  to  knuckles,  exposing  the 
-cords  and  tendons,  and  lacerating  rest  of  hand ;  while  carry- 
ing a  basket  of  laundry,  a  man  stepped  into  an  elevator 
shaft  and  fell  to  the  basement,  injuring  his  back  and  frac- 
turing several  ribs. 

The  number  of  fatal  accidents  reported  was  74,  and  in 
the  following  statement  are  given  the  facts  in  relation  to 
such  accidents  as  stated  in  the  report  of  each,  with  such 
other  information  connected  therewith  as  was  obtained  by 
the  respective  inspectors  of  this  department  making  investi- 
gation of  the  same.  The  name  of  the  person  injured  being 
given  in  each  case,  together  with  the  name  of  the  establish- 
ment where  the  accident  occurred,  the  citj  or  town  in  which 
located  and  the  date  of  the  accident :  — 

Maey  J.  GiLLis^  employed  by  the  United  States  Envelope  Com- 
pany, Worcester.  On  Nov.  17,  1910,  she  got  on  the  elevator  and 
started  it  up.  She  did  not  miderstand  how  to  operate  the  lock,  or 
failed  to  set  it  to  stop  at  the  floor  at  which  she  Avished  to  get  oft. 
When  the  elevator  arrived  at  the  printing-room  floor  she  stepped  off, 
the  elevator  still  running  up.  The  automatic  gate  struck  her  on 
the  head,  knocking  her  back  into  the  elevator,  which  took  her  up, 
part  of  her  body  being  left  outside.  She  was  crushed  between  the 
platform  of  the  elevator  and  the  floor  and  instantly  killed. 

Charles  E.  Guild,  Jr.,  employed  by  the  Electric  Light  and  Power 
Company  of  Abington  and  Rockland,  North  Abington.  On  Nov. 
29,  1910,  about  9.45  p.m._,  his  head  came  in  contact  with  a  pole  of 
an  arc  light  circuit,  and  a  screw  driver,  which  he  was  holding,  com- 
ing into  contact  with  another  live  conductor,  completed  the  circuit, 
causing  instant  death. 

William  Janthom,  employed  by  the  Hudson  Worsted  Company, 
Hudson.  On  Dee.  1,  1910,  while  at  work  on  a  carding  machine,  as 
feeder,  was  caught,  while  putting  on  belt,  and  candied  over,  striking 
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on  his  head.  He  was  taken  to  the  Marlborough  Hospital,  where  it 
was  found  that  he  had  a  fractured  skull  and  hemorrhage  of  the  brain. 
He  died  on  December  2,  at  1  o'clock. 

Joseph  Romans,  employed  by  Crocker,  Burbank  &  Co.,  Inc., 
Fitchburg.  On  Dec.  5,  1910,  it  appears  that  he  had  gone  down  the 
elevator  with  an  empty  cab,  and  when  coming  back  to  the  elevator 
he  noticed  it  had  gone  up.  He  stepped  into  the  well-hole  and  was 
looking  up  when  the  car  fell  on  him,  killing  him  instantly. 

Marcel  Plancon,  employed  by  the  United  States  Envelope  Com- 
pany, Springfield.  On  Dec.  9,  1910,  about  10.15  a.m.,  he  climbed 
to  the  top  of  the  elevator  cage  in  order  to  adjust  the  operating 
cable,  and  in  some  way  started  the  elevator.  He  was  caught  between 
the  car  and  the  side  of  the  well  and  crushed.  He  fell  to  the  base- 
ment, where  he  was  found,  and  taken  to  the  hospital.  He  died  there 
two  hours  later  from  a  fractured  skull  and  internal  injuries. 

Charles  Florin,  employed  by  the  American  Writing  Paper  Com- 
pany at  Holyoke.  On  Dec.  12,  1910,  he  was  employed  on  a  coal 
conveyor,  and  in  some  way  unknown  was  drawn  between  the  con- 
veyor belt  and  the  drum.  When  found  his  head  and  shoulders  were 
on  one  side  of  the  drum  and  his  body  on  the  other.  Death  was 
instantaneous. 

MiNAS  AsANDiAN,  employed  by  the  American  Steel  and  Wire 
Company,  Worcester.  On  Dec.  14,  1910,  while  tending  wire-draw- 
machines,  his  arm,  or  hand,  was  caught  between  the  wire  and  the 
block,  drawing  him  into  the  block.  His  head  was  cut  off  by  the 
wire  and  other  parts  of  the  body  badly  injured. 

James  H.  Broderick,  employed  by  the  Clinton  Wire  Cloth  Com- 
pany, Clinton.  On  Dec.  17,  1910,  he  was  found  dead  at  the  foot  of 
the  stairway  leading  to  the  basement.  His  nose  was  fractured; 
there  was  an  abrasion  over  the  left  cheek  bone  and  a  scalp  wound 
over  the  right  eye.  The  autopsy  held  by  the  medical  examiner 
shows  that  his  fall  was  caused  by  a  hemorrhage  of  the  stomach. 

John  Heywood,  employed  by  the  Old  Colony  Brewing  Company, 
Fall  River.  On  Dec.  20,  1910,  he  was  picking  up  bungs  from  under 
a  keg-washing  machine,  when  an  arm  of  the  machine  hit  him  on  the 
left  side,  penetrating  same  and  causing  a  large  hole.  He  was  taken 
to  the  Union  Hospital  in  Fall  River,  where  he  died  about  6  a.m. 
December  22. 
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Manuel  Perry,  employed  by  the  Terminal  Wharf  and  Railroad 
Warehouse  Company,  Boston.  On  Dec.  21,  1910,  it  is  supposed  he 
mistook  a  door  leading  to  the  elevator  well  for  a  stairway  and  stepped 
into  the  well,  falling  to  the  basement  from  the  fifth  floor,  where  he 
was  found  the  next  morning,  dead.  The  building  was  a  new  one,  no 
elevator  having  then  been  installed. 

Harry  Henderson,  employed  by  the  Davis  Sulphur  Ore  Company, 
Davis.  On  Dec.  21,  1910,  he  went  to  the  top  of  a  platform  where 
crusher  sets,  and  in  some  unknown  manner  was  caught  in  the  fly- 
wheel.  When  picked  up  he  was  dead,  his  head  being  crushed. 

Matthew  J.  Riley,  employed  by  the  New  York,  New  Haven  & 
Hartford  Railroad  Company,  Readville.  On  Dec.  23,  1910,  he  was 
painting  an  electric  pole,  standing  on  the  top  of  a  ladder,  another 
workman  holding  the  ladder.  In  some  unknown  manner  the  ladder 
fell,  and  he  struck  on  his  head,  dying  in  about  three-quarters  of  an 
hour  after  the  accident. 

Francis  Boutay,  employed  by  the  Fall  River  Iron  Works  Com- 
pany, Fall  River.  On  Dec.  31,  1910,  he  entered  an  exhaust  dust  pipe 
for  the  purpose  of  cleaning  it.  Nothing  more  is  known  of  the  actual 
facts  except  that  when  he  failed  to  respond  to  a  call,  search  was 
made  and  he  was  found,  apparently  unconscious,  in  the  basement 
bottom  of  the  dust  flue,  a  fall  of  32  feet.  He  was  taken  to  the 
hospital  where  he  died. 

Samuel  W.  Simpson,  employed  by  the  Edwin  V.  Mitchell  Com- 
pany, Medfield.  On  Jan.  2,  1911,  he  went  into  a  hot,  dry  room  with 
a  block,  and  in  turning  round  burned  his  right  arm  below  elbow  on 
a  steam  pipe.  Blood  poisoning  set  in  and  he  died  at  about  2  a.m. 
Jan.  19,  1911. 

Christo  Bullso,  employed  by  the  Tremont  and  Suffolk  Mills, 
Lowell.  On  Jan.  6,  1911,  he  was  found  dead,  his  body  leaning  out 
of  a  window,  each  hand  grasping  an  electric  power  wire  which  came 
into  the  building,  death  having  been  caused  by  electric  shock. 

Harold  McCallum,  employed  by  the  Library  Bureau,  Cambridge. 
Jan.  17,  1911,  he  was  caught  in  one  of  the  freight  elevators  and  in- 
stantly killed.  There  were  no  witnesses  to  the  accident.  It  is  sup- 
posed that  he  attempted  to  jump  on  the  elevator  while  in  motion 
and  missed  it,  being  caught  between  the  elevator  floor  and  the  upper 
sill  of  the  elevator  door. 
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John  Connell,  employed  by  the  Waterhead  Mills,  Inc.,  Lowell. 
On  Jan.  17,  1911,  while  assisting  two  others  in  putting  on  an  8-inch 
belt,  he  became  caught  in  the  shafting  and  whirled  around.  Both 
legs  were  badly  broken.  He  was  taken  to  the  hospital  where  he  died 
about  two  hours  later. 

Richard  Dooley,  employed  by  the  Knox  Automobile  Company, 
Springfield.  On  Jan.  17,  1911,  he  left  his  elevator  in  charge  of 
another  person,  and  returning,  found  that  elevator  was  away  from 
the  opening  and  leaned  over  the  top  of  the  gate  to  look.  He  was 
instantly  caught  by  the  descending  elevator  which  struck  his  head, 
crushing  it  and  causing  instant  death. 

William  J.  Gavin,  employed  by  the  Easthampton  Gas  Company, 
Easthampton.  On  Jan.  28,  1911,  while  standing  about  18  feet  from 
a  live  wire,  which  carried  23,000  volts,  he  pointed  to  the  wire  from 
which  he  received  a  shock,  causing  him  to  fall  to  the  platform.  From 
the  platform  he  fell  to  the  floor  below,  a  distance  of  about  30  feet, 
crushing  his  skull,  which  caused  instant  death. 

Frank  A.  Clark,  employed  by  the  Waltham  Bleachery  and  Dye 
Works,  Waltham.  On  Jan.  28,  1911,  while  delivering  receipt  to  a 
teamster,  from  the  door  of  railroad  car,  he  fell  to  the  ground,  striking 
on  his  head  and  was  so  badly  injured  that  he  died  at  the  Waltham 
Hospital  at  9.58  a.m.  without  regaining  consciousness. 

Frank  D.  Bartlett,  employed  by  the  A.  G.  Van  Nostrand,  Bunker 
Hill  Breweries,  Charlestown.  On  Feb.  4,  1911,  a  tank  containing 
ammonia  blew  out  just  after  Bartlett  had  started  the  engine  coupled 
to  the  ammonia  compressor.  It  is  not  known  positively  whether 
death  was  caused  by  the  fumes  of  the  escaping  ammonia  or  coming 
into  contact  with  a  pipe  connected  with  the  machine  which  was 
blown  off. 

Joseph  Krick,  employed  by  the  Merrimac  Manufacturing  Com- 
pany, Lowell.  On  Feb.  7,  1911,  while  walking  on  the  frozen  crust 
of  a  coal  pile,  he  broke  through,  and  the  coal  falling  in  upon  him 
suffocated  him. 

Edward  Flanagan,  employed  by  the  Arlington  Mills,  Lawrence. 
On  Feb.  8,  1911,  while  descending  a  ladder,  in,  some  way  he  fell, 
striking  on  his  head.  He  lived  only  a  very  short  time  after,  death 
having  been  caused  by  concussion  of  the  brain  and  cerebral  hemor- 
rhage. 
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James  A.  Leonard,  employed  by  the  Hoosac  Cotton  Mills,  North 
Adams.  On  Feb.  13,  1911,  while  painting  a  ceiling  his  clothing 
became  caught  on  shafting  and  he  was  whirled  around  and  thrown 
to  the  floor,  receiving  injuries  which  proved  fatal.  He  died  at 
9  P.M.  at  the  hospital. 

Frank  Nicoletti,  employed  by  the  Norton  Company,  Worcester. 
On  Feb.  18,  1911,  he  was  running  an  elevator  to  an  upper  floor, 
this  upper  floor  being  a  semi-floor  between  the  regular  floors.  While 
the  elevator  was  at  the  semi-floor,  he  reached  over  the  bar  to  push 
a  call  button.  The  bar  was  pressed  off  and  he  fell  to  the  floor  in 
front  of  elevator  striking  his  head.  His  neck  was  broken  and  he  died 
in  a  few  minutes. 

Francis  Eddy,  employed  by  the  Millers  Falls  Company,  Millers 
Falls.  On  Feb.  25,  1911,  while  engaged  in  moving  lumber  his  team 
of  horses  became  frightened  by  an  engine.  He  was  thrown  out  of  the 
wagon  against  a  pole,  causing  instant  death. 

Stephen  Madden,  employed  by  the  Star  Brewing  Company,  Bos- 
ton. On  Feb.  28,  1911,  he  was  working  in  a  cellar  in  which  was  a 
large  wooden  tank  from  which  a  hose  had  just  been  removed,  when 
without  the  slightest  warning,  the  tank  collapsed,  throwing  him  to 
the  floor,  and  he  died  shortly  after  from  a  fractured  skull. 

David  D.  Lynch,  employed  by  the  Edison  Electric  Illuminating 
Company,  South  Boston.  On  March  21,  1911,  he  was  found  dead, 
with  his  legs  over  a  horizontal  shafting,  and  his  body  bent  backward 
and  badly  twisted.  There  were  no  witnesses  to  the  accident,  but  it 
is  probable  that  he  climbed  up  on  the  horizontal  shaft  for  some 
unlmown  reason,  and  as  the  shaft  was  revolving  toward  the  car  he 
may  have  slipped  off. 

John  Boocarr,  employed  by  the  Massachusetts  Cotton  Mill,  Lowell. 
On  March  31,  1911,  he  was  found  dead  on  the  basement  floor  of  the 
dye  house.  The  medical  examiner  reported  that  he  died  of  heart 
disease. 

Peter  Nicholas,  employed  by  the  Brophy  Brothers  Shoe  Com- 
pany, Lynn.  On  April  24,  1911,  while  cleaning  velvet  shoes  with 
naphtha,  a  spark  from  the  electric  heater  ignited  the  fumes  of  the 
naphtha.  Nicholas'  clothes  took  fire  and  he  was  seriously  burned. 
He  was  removed  to  the  hospital  where  he  died  on  April  30,  1911. 
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Michael  Loftus,  employed  by  the  Fall  River  Laundry  Company, 
Fall  River.  On  April  26,  1911,  while  standing  in  a  space  behind 
two  boilers,  a  cap  became  detached  from  the  valve  in  some  unknown 
manner,  allowing  the  full  pressure  of  80  pounds  of  steam  to  strike 
his  body.   He  was  scalded  to  death. 

John  P.  Clynes,  employed  by  the  New  Bedford  Times,  New  Bed- 
ford. On  May  2,  1911,  his  hand  became  jammed  between  the  roll 
and  form  on  a  form  throng  machine,  which  he  was  running.  He 
was  immediately  taken  to  the  Emergency  Hospital  and  treated,  and 
on  Thursday,  May  4,  blood  poisoning  set  in  and  he  died  the  same 
date. 

Manuel  Gonsalves,  employed  by  Reed  &  Barton,  Taunton.  On 
May  4,  1911,  he  inhaled  cyanic  gas  that  was  generated  by  pouring 
bichromate  of  potash  into  a  vat  that  was  supposed  to  have  been 
emptied,  but  which  seems  to  have  contained  a  small  amount  of 
cyanide  of  potassium.    He  died  almost  instantly. 

Haery  Gruber,  employed  by  the  Crown  Shoe  Company,  Boston. 
On  May  19,  1911,  he  was  seen  to  slide  down  the  shipping  cable  of 
the  elevator  for  a  distance  of  about  10  feet  and  then  drop  to  the 
bottom  of  the  well.  He  was  instantly  killed.  It  was  evidently  his 
intention  to  use  the  elevator. 

Francis  J.  O'Leary,  employed  by  the  General  Electric  Company, 
Lynn.  On  May  19,  1911,  he  was  testing  luminous  arc  lamps.  In 
changing  connections  he  neglected  to  throw  off  the  switch,  and  the 
current  passed  through  his  body  from  hand  to  hand.  Death  was 
instantaneous. 

William  P.  Brennan,  employed  by  the  Edison  Electric  Illumi- 
nating Company,  Boston.  On  May  30,  1911,  he  was  engaged  in 
painting  walls  between  switches  which  were  alive.  In  some  un- 
known way,  he  must  have  not  only  touched  the  switch,  but  come 
in  contact  with  the  iron  framework  and  thereby  formed  a  circuit. 
He  was  instantly  killed. 

Edmond  W.  Gauthier,  employed  by  Harrison  &  Co.,  North 
Leominster.  On  June  2  he  entered  a  cylinder  to  repair  it,  and  being 
missed  that  night  search  was  made  and  he  was  found  the  next  morn- 
ing inside  cylinder,  dead.  It  is  not  known  how  cylinder  started 
running  with  him  inside,  the  shipper  being  tied  when  he  got  in. 
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Alvin  F.  McCoy,  employed  by  the  Merrimack  Manufacturing 
Company,  Lowell.  On  June  14,  1911,  he  was  standing  on  a  step- 
ladder  repairing  an  overhead  trough,  and  in  some  unknown  manner 
he  fell,  striking  on  his  head  on  a  stand  supporting  pulley.  He  re- 
ceived a  fracture  of  the  skull  which  resulted  in  his  death. 

Thomas  Larkin,  employed  by  the  National  Calf  Skin  Company, 
Peabody.  On  June  15,  1911,  while  going  down  a  flight  of  five 
steps,  after  his  day's  work  was  done,  he  stumbled  and  fell,  receiving 
injuries  which  resulted  in  his  death  on  June  18,  1911. 

Frank  Danielson,  employed  by  the  Mitchell  Stain  Manufactur- 
ing Company,  Lynn.  On  June  26,  1911,  a  heating  kettle,  which  is 
used  for  heating  blacking  by  the  use  of  steam,  exploded,  in  conse- 
quence of  Danielson  having  closed  the  outlet  valve  before  shutting 
the  inlet  valve,  the  pressure  of  steam  causing  the  kettle  to  burst. 
He  was  injured  by  the  explosion  and  removed  to  the  hospital.  After 
being  discharged  from  the  hospital  he  went  to  his  home,  where  he 
died  July  7,  1911. 

Samuel  L.  Simon,  employed  by  the  General  Electric  Company, 
Pittsfield.  On  June  27,  1911,  while  engaged  in  testing  a  reactance 
coil,  Simon  was  seen  to  reach  out  and  catch  a  cable  which  carried 
a  voltage  of  from  700  to  800;  he  then  fell  upon  an  iron  rail  3  feet 
from  the  floor,  striking  his  head.  He  was  picked  up  and  hurried 
to  the  hospital,  and  died  soon  after  reaching  there. 

Daniel  Gilbert,  employed  by  The  Army  and  Navy  Cotton  Duck 
Company,  Wilksonville.  June  28,  1911,  while  employed  as  a 
beamer  tender,  it  is  thought  that  he  was  feeling  the  tension  of  the 
yarn  as  it  passed  along,  and  his  left  arm  became  caught  between 
the  yarn  and  the  beam,  drawing  him  in  and  crushing  him  to  death. 

Martin  Connolly,  employed  by  the  New  York,  New  Haven  & 
Hartford  Railroad  Company,  South  Boston.  On  July  4,  1911,  this 
man  was  found  dead  in  No.  1  yard,  but  no  particulars  of  the  acci- 
dent could  be  obtained. 

John  Maloney,  employed  by  Renter  &  Co.,  Boston.  On  July  5, 
while  he  was  about  to  unload  a  wagon,  he  was  noticed  to  act 
queerly.  He  was  assisted  to  a  shady  spot,  but  fell,  cutting  his  head 
badly.  He  was  taken  to  the  City  Hospital  and  died  the  same  night, 
death  being  due  to  extreme  heat. 
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John  Doolittle,  employed  by  the  General  Electric  Company, 
Pittsfield.  On  July  11,  1911,  he  thoughtlessly  placed  his  hand  on  a 
controller  switch,  receiving  a  current  which  threw  him  against  the 
transformer  box,  burning  his  body  and  causing  death. 

Ralph  Henry  Bellows,  employed  by  the  Ideal  Coated  Paper 
Company,  Brookfield.  On  July  11,  1911,  while  on  top  of  a  machine, 
for  the  purpose  of  oiling  it,  it  is  thought  that  he  became  faint 
from  the  heat.  It  is  presumed  that  he  took  hold  of  the  shaft  with 
his  left  hand,  and  his  jumper  being  caught  threw  him  over.  In 
going  round  the  shaft  his  left  arm  was  torn  out  and  he  fell  to  the 
floor  dead. 

John  Philbin,  employed  by  the  Walker  and  Pratt  Manufacturing 
Company,  Watertown.  On  July  15,  1911,  he  and  another  laborer 
were  engaged  in  removing  some  pots  of  paint  from  a  house  tank, 
so  called,  the  interior  of  which  one  of  these  men  had  been  painting, 
when  an  explosion  occurred  from  an  unknown  cause.  He  was  so 
badly  burned  that  he  died  at  the  Waltham  Hospital  the  evening  of 
the  same  day. 

Edward  A.  Healey,  employed  by  the  American  Tool  and  Machine 
Company,  Hyde  Park.  On  July  20,  1911,  he  was  testing  a  centri- 
fugal machine,  which  broke,  pinning  him  in  the  wreck.  One  leg 
was  cut  off,  and  he  died  at  1.15  p.m.  the  same  day. 

NoRAiR  Magdessian,  employed  by  the  Parkhill  Manufacturing 
Company,  Fitchburg.  On  July  21,  1911,  he  was  oiling  bearings  on 
top  of  the  dryer  when  he  suddenly  called  out,  at  the  same  time  fall- 
ing over  backwards  on  top  of  the  dryer  and  then  to  the  floor.  He 
lived  about  ten  minutes.  The  doctor  was  called  and  pronounced 
death  due  to  natural  causes. 

J.  Moisen,  employed  by  the  Lancaster  Mills,  Clinton.  On  July 
22,  1911,  while  working  on  a  staging  in  boiler  house,  a  joist  near 
the  wall  broke,  causing  him  to  fall.  He  received  injuries  from  which 
he  died. 

Orlando  F.  Hill,  employed  by  S.  Slater  &  Sons,  Webster.  On 
July  22,  1911,  he  started  to  come  down  from  a  staging  which  he 
was  erecting,  and,  when  about  3  or  4  feet  from  the  floor,  lost  his 
hold  and  fell  backwards,  striking  his  head  on  a  stone.  He  lived 
about  half  an  hour  after. 
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George  Morse,  employed  by  the  Electric  Light  and  Power  Com- 
pany of  Abington  &  Rockland,  North  Abington.  On  July  28,  1911, 
while  working  on  a  pole,  he  fell  a  distance  of  25  feet  to  the  ground 
and  was  instantly  killed. 

Patrick  Clark,  employed  by  the  Worcester  Electric  Light  Com- 
pany, Worcester.  On  July  29,  1911,  while  engaged  in  raising  a 
pole  on  the  street  the  pole  fell  and  he  was  caught  under  it  and 
crushed  to  death. 

Charlie  Chiapachis,  employed  by  the  Fore  River  Ship  Building 
Company,  Quincy.  On  Aug.  1,  1911,  while  working  on  a  staging,  he 
lost  his  balance,  falling  a  distance  of  65  feet  to  the  ground,  striking 
in  his  descent,  and  knocking  from  their  position  planks  which  con- 
stituted part  of  the  staging.    He  was  instantly  killed. 

RocAS  Namey,  employed  by  the  Ayer  Mills,  Lawrence.  On  Aug. 
5,  1911,  he  was  found  dead  at  the  bottom  of  the  elevator  well.  It 
is  not  known  what  caused  him  to  fall.  The  back  part  of  his  skull 
was  crushed  and  shoulder  badly  bruised. 

John  Dasch,  employed  by  Hood  Rubber  Company,  Watertown. 
On  Aug.  7,  1911,  this  man  died  while  at  work.  The  medical  examiner 
was  notified,  and  after  viewing  the  body,  pronounced  death  due  to 
valvular  heart  trouble. 

Alex  Macdonald,  employed  by  John  Daniel,  Boston.  On  Aug. 
14,  1911,  he  used  a  defective  piece  of  sheathing  to  span  a  3-foot 
opening.  He  sat  upon  this  sheathing,  causing  it  to  break,  and  he 
fell  from  the  third  to  the  first  floor,  sustaining  injuries  which  resulted 
in  his  death  at  the  hospital  a  few  hours  later. 

Thomas  L.  Leahan,  employed  by  the  General  Electric  Company, 
Lynn.  On  Aug.  28,  1911,  he  loaded  a  four-wheel  truck  on  the  ele- 
vator and  started  to  the  second  floor.  When  the  elevator  was  about 
half-way  up  the  truck  started  to  roll  off  the  car.  While  endeavoring 
to  hold  it  back  he  was  either  thrown  by  the  truck,  or  his  head  came 
in  contact  with  an  "  I "  beam  on  the  under  side  of  the  second  floor, 
causing  him  to  fall  from  the  car  to  the  floor,  about  12  feet,  resulting 
in  a  fracture  of  the  skull.  He  died  at  the  Lynn  Hospital  at  9  o'clock 
the  same  day. 

Charles  H.  Greenwood,  employed  by  Chesley  &  Rugg,  Haverhill. 
On  Aug.  29,  1911,  he  stood  on  a  bench  and  attempted  to  throw  a 
belt  from  a  pulley  with  a  pair  of  pliers.    While  so  doing  he  was 
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thrown  or  drawn  against  the  pulley  and  the  shafting,  striking  with 
sufficient  force  to  throw  him  to  the  floor,  fracturing  his  skull,  jaw 
and  arm.   He  was  removed  to  the  hospital  and  died  on  Aug  31,  1911. 

Joseph  Vivier,  employed  by  Isaac  Prouty  &  Co.,  Spencer.  On 
Sept.  6,  1911,  he  apparently  must  have  been  thrown  from  the  seat 
of  his  wagon,  which  was  about  6^2  feet  from  the  ground,  the  wheels 
passing  over  his  body,  as  he  was  found  dead  a  few  feet  from  the 
rear  of  the  wagon. 

Antonio  Lafleur,  employed  by  Smith  &  Murray,  Springfield.  On 
Sept.  7, 1911,  he  endeavored  to  get  into  the  freight  cab  of  an  elevator, 
when  the  floor  of  the  cab  was  about  3  feet  6  inches  from  basement 
floor.  The  operator  started  the  elevator  and  the  boy  was  crushed 
between  the  floor  of  the  cab  and  the  first  floor  of  the  building.  He 
lived  only  about  half  an  hour  afterward. 

John  Donnelly,  employed  by  the  Taunton-New  Bedford  Cop- 
per Company,  New  Bedford.  On  Sept.  15,  1911,  while  he  was  re- 
moving a  solid  piece  of  shafting,  it  came  in  contact  with  the  revolving 
end  of  the  main  shaft  of  the  engine,  causing  the  end  farthest  from 
the  engine  to  describe  an  arc,  striking  him  a  blow  in  the  chest,  crush- 
ing his  heart,  and  causing  his  death  about  twenty  minutes  afterward. 

Arthur  Enos,  employed  by  the  Electric  Light  and  Power  Com- 
pany of  Abington  and  Rockland,  Cohasset.  On  Sept.  20,  1911,  he 
received  an  electric  shock  while  working  on  a  pole,  causing  him  to 
fall  to  the  ground,  resulting  in  instant  death. 

George  F.  Baird,  employed  by  the  George  F.  Blake  Manufacturing 
Company,  East  Cambridge.  On  Sept.  22,  1911,  he  was  sawing  a 
plank,  there  being  another  plank  lying  on  top  of  the  table.  This 
plank  worked  around,  caught  on  the  back  of  the  saw  and  flew  over 
and  struck  him,  penetrating  his  side  about  6  inches.  He  was  taken 
to  the  hospital  where  he  died  at  6  a.m.  on  the  28th. 

John  Bischoff,  employed  by  The  International  Paper  Company, 
Turners  Falls.  On  Sept.  29,  1911,  while  working  in  one  of  the 
galleries,  he  reached  over  a  shaft,  and  his  jumper  being  caught,  he 
was  whirled  around  the  shaft  and  killed. 

John  King,  employed  by  New  England  Cotton  Yarn  Company, 
New  Bedford.  On  Sept.  30,  1911,  he  tried  to  stop  a  fast-running 
belt  with  a  board.  The  belt  hook  struck  the  end  of  the  board,  caus- 
ing the  other  end  to  strike  him  in  the  abdomen.  He  received  an 
internal  injury,  from  which  he  died  the  same  day. 
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Fred  L.  Twitchell,  employed  by  J.  Totten  &  Sons,  Waltham. 
On  Oct.  5,  1911,  while  returning  to  his  wagon,  after  delivering  a 
piece  of  ice  to  a  customer,  was  struck  by  a  train  and  killed. 

Mitchell  Morin,  employed  by  Connecticut  Valley  Lumber  Com- 
pany, Holyoke.  On  Oct.  2,  1911,  he  was  using  a  piece  of  lumber 
to  place  the  belt  in  the  revolving  drum,  and  while  so  doing  the  stick 
was  caught  between  the  belt  and  the  drum,  causing  the  lumber  to 
fly  back  with  such  force  that  it  struck  him  in  the  pit  of  the  stomach, 
throwing  him  several  feet.  He  was  picked  up  and  taken  to  the 
hospital,  where  he  died  five  minutes  later. 

James  LoYNES,  employed  by  United  States  Worsted  Company, 
Lowell.  On  Oct.  5,  1911,  he  was  leaning  over  the  gate  guard  of 
elevator  well,  looking  down  to  bottom  of  the  shaft.  He  was  caught 
by  the  descending  elevator,  the  weight  probably  forcing  his  body 
back  until  his  jaw  came  in  contact  with  the  rail  of  the  gate,  or  in 
trying  to  extricate  himself  from  his  perilous  position  he  was  caught 
by  the  car,  with  his  neck  on  the  rail  of  the  gate.  His  body  was 
released  by  the  ascending  car,  falling  to  the  floor,  and  then  through 
opening  underneath  rail  of  gate  to  bottom  of  shaft,  a  distance  of 
about  12  feet.    He  died  on  the  way  to  the  hospital. 

Michael  Duffy,  employed  by  Talbot  Dyewood  and  Chemical  Com- 
pany, North  Billeriea.  On  Oct.  6,  1911,  he  was  the  only  employee 
on  the  premises,  and  could  not  be  found.  Search  was  made  for  him, 
his  hat  and  pipe  being  found  in  the  yard,  near  the  center  of  the  works 
and  on  the  canal  side.  His  body  was  later  found  in  the  canal,  face 
downward,  about  2  feet  from  the  shore. 

Arthur  Mulleur,  employed  by  Warren  Cotton  Mills,  West  War- 
ren. On  Oct.  11,  1911,  he  went  with  another  man  to  fix  an  electric 
lamp  over  a  spinning  frame.  They  went  on  the  elevator,  but  the  man 
with  him  did  not  get  off.  Mulleur  got  on  a  stepladder  and  went  up 
to  the  light.  Shortly  after  he  was  heard  to  cry  out  and  seen  to  fall 
to  the  frame,  then  to  the  floor,  where  he  was  found  dead.  It  is 
presumed  he  touched  the  wire  of  the  lamp  on  which  there  were  3,000 
volts. 

Frederick  C.  H.  Stevenson,  employed  by  American  Car  Sprinkler 
Company,  Worcester.  On  Oct.  19,  1911,  while  examining  a  sore 
place  on  a  mule's  shoulder,  the  animal  kicked  him  in  the  abdomen, 
causing  fatal  injury.  He  was  removed  to  the  hospital  October  21 
and  operated  upon,  but  died  October  23. 
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Eric  Walberg,  employed  by  Wright  Wire  Company,  Worcester. 
On  Oct.  24,  1911,  he  was  struck  in  the  stomach  by  a  board,  which 
flew  back  from  the  knife  of  a  cylinder  planer  on  which  he  was 
working.    He  died  from  the  shock  and  injury  the  next  day,  Oct.  25. 

John  J.  Conroy,  employed  by  Goodwin  &  Rimbach,  Boston,  On 
Oct.  31,  1911,  he  was  helping  a  laundry  man  load  the  elevator  with 
soiled  laundry.  After  the  car  was  loaded,  the  elevator  man  above 
was  notified  to  start  down,  and  in  some  way  Conroy's  head  was 
caught.    Death  was  instantaneous. 


MISCELLANEOUS  MATTERS. 
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MISCELLANEOUS  MATTERS. 


Overtime. 

In  compliance  with  the  provisions  of  the  Acts  of  1909, 
chapter  514,  section  48,  the  following  overtime  employment 
in  manufacturing  establishments  has  been  reported  to  me 
from  time  to  time  during  the  year :  — 

Time  reported  as  lost,  ....  638  hrs.,  57  min. 
Time  reported  as  made  up,     .       .       .  326  hrs.,    9  min. 

Included  in  the  above  is  all  time  reported  lost  in  conse- 
quence of  the  stopping  of  machinery,  whether  caused  by 
the  closing  down  of  part  of  the  establishment  or  of  the  entire 
establishment. 

Forfeited  Liquors  and  Confiscated  Weapons. 

In  compliance  with  section  80  of  chapter  100  of  the  Re- 
vised Laws,  I  have  received  certain  liquors,  the  vessels  con- 
taining the  same,  and  the  sum  of  $1  from  the  various  officers 
whose  duty  it  is  to  forward  them  to  the  chief  of  the  district 
police,  such  liquors  and  packages  having  been  seized  and 
forfeited  by  virtue  of  said  statute;  and  have  given  my  re- 
ceipt for  the  same. 

There  were  1,036  such  seizures  during  the  year,  the  quan- 
tity of  liquors  so  received  being  as  follows :  — 

Spirituous  liquors,  .  .  2,111  gallons,  2  quarts,  1  pint,  3  gills. 
Malt  liquors,     .       .       .  11,210  gallons,  3  quarts,  1  pint. 
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Such  spirituous  liquors  as  were  of  value  for  medicinal 
purposes  were  disposed  of  to  hospitals  and  individuals  for 
such  purposes  only,  the  balance  being  sold  to  distilleries  for 
extraction  of  alcohol  contained  therein. 

There  being  no  opportunity  for  disposal  of  the  malt 
liquors,  except  as  beverages,  they  were  emptied  into  the 
sewer. 

After  the  expenses  incurred  by  the  transportation  and 
handling  of  the  liquors  and  packages  had  been  paid,  the 
net  proceeds  resulting  from  such  sales,  amounting  to  $1,320, 
were  paid  to  the  Treasurer  of  the  Commonwealth. 

Acts  of  1908,  chapter  583,  section  2,  provides  for  the 
forwarding  of  all  confiscated  weapons  to  the  chief  of  the 
district  police,  who  may  sell  or  destroy  the  same;  in  case 
of  sale,  after  paying  cost  of  transportation,  the  net  proceeds 
to  be  paid  to  the  Treasurer  of  the  Commonwealth. 

In  compliance  with  the  provisions  of  this  statute,  I  re- 
ceived during  the  year  from  various  officers  of  the  Common- 
wealth, whose  duty  it  is  to  forward  the  same,  50  revolvers, 
7  dirk  knives,  3  slung  shots,  1  dagger,  and  1  brass  knuckles, 
and  have  given  receipts  for  the  same.  The  weapons  enu- 
merated above  have  been  sold  (with  the  exception  of  the 
knuckles  and  slung  shots,  which  have  been  destroyed),  and 
the  net  proceeds  ($80),  have  been  paid  to  the  Treasurer  of 
the  Commonwealth. 

Amounts  paid  to  Tkeasurer  of  the  Commonwealth. 

The  following  respective  amounts  have  been  paid  by  this 
department  to  the  Treasurer  of  the  Commonwealth,  during 
the  fiscal  year,  the  same  being  fees  received  for  the  services 
specified,  and  the  net  proceeds  of  the  sales  of  forfeited  liquors 
and  confiscated  weapons :  — 
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Inspection  of  boilers,   $17,840  00 

Examinations  of  applicants  for  engineers'  and  firemen's 

licenses,   7,021  00 

Examinations  of  applicants  for  hoisting  machinery  oper- 
ators' licenses,   175  00 

With  applications  for  approval  of  licenses  for  Lord's 

Day  entertainments,   6,802  00 

Special  permission  for  exhibitions  of  moving  pictures,  .  184  00 
Examinations  of  applicants  for  moving-picture  machine 

operators'  licenses,   1,311  00 

Renewal  of  moving-picture  machine  operators'  licenses,  485  00 

Assistant  moving-picture  machine  operators'  permits,    .  368  00 

Inspections  of  moving-picture  machines,        .       .       .  261  00 

Inspections  of  moving-picture  machine  booths,      .       .  140  00 

Forfeited  liquors,   1,320  00 

Confiscated  weapons,   80  00 

  $35,987  00 


Total, 


Appropriation's  and  Expenditures. 


Detail. 

Appropria- 
tions. 

Expendi- 
tures. 

Amount 
unexpended 

Salary  of  Chief  of  the  District  Police, 

$3,000  00 

$3,000  00 

Salaries  of  first  clerk,  second  clerk  and  stenog- 
rapher. 

2,875  00 
7.500  00 

2,875  00 
7,485  44 

$14  56 

Salaries  of  members  of  the  detective  department, 

37,500  00 

37,345  97 

154  03 

Salaries  of  stenographers  and  clerk  of  the  detec- 
tive department. 

Travelling  expenses  of  the  members  of  the  detec- 
tive department. 

Special  services  and  expenses  in  the  investigation 
of  fires. 

Salaries  of  members  of  the  inspection  department. 

4,341  67 
12,500  CO 

2,500  00 
79,817  DO 

4,341  67 
12,181  88 

1,938  69 
75,752  88 

318  12 
561  31 
4,064  12 

Salaries  of  stenographers  and  clerks  of  the  inspec- 
tion department. 

Travelling  expenses  of  members  of  the  inspection 
department. 

Expenses  in  connection  with  moving-picture  ap- 
paratus. 

Expenses  in  connection  with  boiler  apparatus,  . 

5,983  32 
19,000  00 
600  00 
1,000  00 

5,878  36 
20,558  431 
573  17 
996  04 

104  96 

26  83 
3  96 

Expenses  of  steamer  "Lexington," 

9,500  00 

9,498  52 

1  48 

Compensation  of  members  of  Board  of  Boiler 
Rules. 

Expenses  of  the  Board  of  Boiler  Rules, 

1,000  00 
1,000  00 

1,000  00 
999  80 

20 

$188,116  99 

$184,425  85 

$5,249  57 

1  Balance  transferred  from  extraordinary  expenses. 
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Conclusion. 

I  would  respectfully  take  this  occasion  to  express  my  grat- 
itude to  Your  Excellency  for  the  cordial  support  and  encour- 
agement you  have  rendered  me  during  the  year,  and  to  the 
Attorney-General  and  his  assistants  for  their  prompt  re- 
sponse to  my  various  requests  for  legal  advice. 

Finally,  I  desire  to  express  my  appreciation  of  the  faith- 
ful and  zealous  co-operation  I  have  received  from  the  deputy 
chiefs,  the  chief  inspectors  and  every  member  of  the  District 
Police  Force,  in  the  effectual  performance  of  the  respective 
duties  incumbent  upon  me  as  Chief. 


Respectfully  submitted. 


Chief,  Massachusetts  District  Police. 
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